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INTRODUCTION. 



When the author was asked to write the following 
little treatise he acceded to the request with much 
pleasure, because he had long known that an ele- 
mentary treatise on Electricity and Magnetism of a 
somewhat novel character was much needed. In 
England at the present time it may almost be said 
that there are two sciences of Electricity — one that 
is taught in ordinary text-books, and the other a 
sort of floating science known more or less perfectly 
to practical electricians, and expressed in a fragmentary 
manner in papers by Faraday, Thomson, Maxwell, 
Joule, Siemens, Matthiessen, Clark, Varley, CuUey, 
and others. The science of the schools is so dis- 
similar from that of the practical electrician that it 
has been quite impossible to give students any 
sufficient, or even approximately sufficient, text-book. 
It has been necessary to refer them to disjointed 
treatises in the Reports of the British Association, in the 
' Cambridge Mathematical Journal,* the ' Phil. Trans.' 
and the 'Phil. Magazine.' A student might have 
mastered Delarive's large and valuable treaXvs»^ ^.^^ 
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yet feel as if in an unknown country and listening to 
an unknown tongue in the company of practical men. 
It is also not a little curious that the science known 
to the practical men was, so to speak, far more scientific 
than the science of the text-books. These latter 
contain an apparently incoherent series of facts, and 
it is only by some considerable mental labour that, 
after reading the long roll of disjointed experiments, 
the student can even approximately understand any 
one experiment in its entirety; the explanation of 
part of the very first phenomenon described cannot 
be given until one of the very last experiments has 
been mastered. 

The author has found it quite impossible, for this 
very reason, to write his treatise on the ordinary plan 
of beginning with simple experiments and gradually 
building up a science by the description of a series of 
more and more complex phenomena. Not a single 
electrical fact can be correctly understood or even 
explained until a general view of the science has 
been taken and the terms employed defined. The 
terms which are employed imply no hypothesis, and \ 
yet the very explanation of them builds up what may 
be called a theory. The terms cannot be explained 
by mere definitions, because they refer to phenomena 
with which the reader is unacquainted. The mere 
explanation of the terms, therefore, requires some 
rapid description of facts, the truth of which the 
reader must at first take for granted. Many of the 
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assertions cannot be proved to be true except by 
complex apparatus, and the action of this complex 
apparatus cannot be explained until the general 
theory has been mastered. 

The plan followed in the book is therefore as 
follows : — First, a general synthetical view of the 
science has been given, in which the main phenomena 
are described and the terms employed explained. This 
general view of' the science cannot be made very easy 
reading, although it will probably be found easier by 
those who have no preconceived notions about tension, 
intensity, and so forth, than by students of old text- 
books. If this portion of the work can be mastered, 
the student will then be readily able to understand 
what follows, viz., the description of the apparatus 
used to measure electrical magnitudes and to produce 
electricity under various conditions. The difference 
between the Electricity of schools and of the testing 
ofBce has been mainly brought about by the absolute 
necessity in practice for definite measurement The 
lecturer is content to say, under such and such cir- 
cumstances, a current flows or a resistance is increased. 
The practical electrician must know how much current 
and how much resistance, or he knows nothing ; the 
difference is analogous to that between quantitative 
and qualitative analysis. This measurement of elec- 
trical magnitudes absolutely requires the use of the 
word and idea potential, and of various units each 
with an appropriate name, in terms of which each 



viii Introduction, 

electrical nu^^tude can be expressed. On a proper 
choice of units depends the simplicity of the ex- 
pression for the laws which connect electrical phe- 
nomena. After describing these laws and measure- 
ments, the author has given their chief practical 
application to telegraphy and a few examples of the 
construction of tel^^phic apparatus. These fluctuate 
in form from year to year, and the special forms now 
in use will soon become antiquated ; but the general 
theory of Electricity on which the construction and 
use of these depends is permanent, depending on no 
hypothesis, and it has been the author's aim to state 
this general theory in a connected manner and in 
such a simple form that it might be readily under- 
stood by practical men. 



The above introduction is allowed to stand un- 
altered because it correctly describes what the author 
aimed at He feels that the actual book falls very 
far short of the ideal he had conceived ; he perceives 
only too well that the arrangement might be very 
greatly improved, and the statements made in much 
clearer language. The book has been unfortunately 
written in intervals snatched from professional en- 
gagements at irregular periods, but the author would 
rather claim indulgence on the score that the effort 
made has at least been in the right direction, although 
far from fully successful. 
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He has to acknowledge having received very kind 
assistance from his friends Sir W. Thomson, Professor 
J. C. Maxwell, Mr. CuUey, and Mr. C. F. Varley ; as 
well as from three of his assistants, Mr. W. Bottomley, 
Mr. W. E. Ayrton, and Mr. W. F. King, who kindly 
examined the proofs. 

Mr. Latimer Clark and Mr. CuUey have allowed 
free use to be made of extracts from their valuable 
handbooks. 
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ELECTRICITY and MAGNETISM. 



CHAPTER I. 

ELECTRIC QUANTITY. 

§ 1. A PIECE of glass and a piece of gutta percha, or other 
resinous material, after being rubbed together, will be found 
to attract one another slightly. One piece of resin thus 
rubbed repels another similarly treated piece of resin, and 
one piece of rubbed glass repels another piece of rubbed 
glass ; it is also found that either the rubbed resin or the 
rubbed glass attracts any light body in its neighbourhood. 
The properties acquired by the glass or resin are not 
permanent 

Electricity is the name given to the supposed agent 
producing the described condition of bodies. It seems to have 
been natural to regard this agent as a kind of very subtle 
fluid, and the nomenclature adopted in treating of electricity 
is based on this idea. There has been much wrangling as to 
the hypotheses of one and of two fluids. It is quite un- 
necessary to assume that the phenomena are due to one 
fluid, two fluids, or any fluid whatever ; but in this treatise 
the names employed will be chiefly those which h^ve been 
suggested to men of science by thinking of electrical pheno- 
mena as due to the presence or absence of a single fluid. 

The stick of resin or glass, while retaining the properties 

B 
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described above, is said to be electrified or charged with 
electricity ; it carries electricity with it if moved from 
place to place. If these electrified bodies are wiped with 
a wet cloth, a damp hand, or with metal foil, they cease to 
be electrified. The electricity is then said to have been 
conducted away and the bodies which allow it to run off the 
glass or resin are called conductors of electricity. Metals, 
water, the human body, damp wood, and many other bodies 
are conductors. 

The air must be a non-conductor, or it would have re- 
moved the electricity as well as the wet cloth. 

Similarly, the resin and glass themselves are non-con- 
ductors, for when the electrified pieces are simply laid on 
a conductor they do not lose all their electricity, but remain 
electrified for some time in those portions which are not in 
the immediate neighbourhood of the conductor. 

Non-conductors are also called insulators. Glass, gutta 
percha, india-rubber, air, are examples of insulators. 

§ 2. If a small piece of metal, supported by an insulating 
rod, be allowed to touch the electrified piece of glass or 
resin, it will be found to be in an electrical condition, 
similar to that of the glass or resin which it has touched. 

The insulated conductor which has touched the resin 
repels the resin itself or any other insulated conductor which 
may have touched the electrified resin : it may be said to 
be electrified as the resin was, or charged with resinous 
electricity ; it attracts the electrified glass, or any insulated 
conductor electrified by the glass or charged with what is 
sometimes called vitreous electricity. 

It follows from these experiments that part of the elec- 
tricity on the resin or glass is communicated to any conductor 
which touches either of the bodies. The electrical pro- 
perties gained by the insulated conductor electrified by 
contact with the electrified resin have been gained at the 
expense of those possessed by the resin — the resin or glass 
loses what the metal gains ; similarly, the electrified eon- 
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ductor can impart a portion of its properties to another 
conductor, losing that which it gives. We may, then, so far 
as can be yet seen, with propriety speak of a conductor as 
carrying a certain quantity of electricity, or as being charged 
with that quantity. 

The insulated conductor has acquired the special pro- 
perties in virtue of which the resin or glass was said to be 
electrified, or charged with electricity; but the insulated 
and electrified conductor has some peculiarities which dis- 
tinguish it from a similar piece of an electrified insulator. 
For instance, if the conductor be touched by the hand, or 
by the point of a wire held in the hand of a man not him- 
self insulated, it will lose all its electricity in a time so short 
as to appear inappreciable ; whereas the insulator can only 
lose its electricity gradually, when every part of its surface 
has been successively touched. 

We may also expect that if from any cause the distribu- 
tion of electricity in a body can be varied, even without its 
total amount being changed, this redistribution will take 
place almost instantaneously in the electrified conductor, 
^nd much more slowly in the electrified insulator. 

§ 3. The force exerted (other things being equal) by the 
electrified body on another similar body in its neighbour- 
hood, is found to depend on the quantity of electricity. If 
I halve the quantity, distributing that electricity over two 
equal balls, which was previously contained on one, the 
force exerted by the electricity on each ball will, under any 
given circumstances, be halved. It is in virtue of this force 
only, that we have known the ball to be electrified, and we 
may therefore, with propriety, speak of the quantity of 
electricity on each ball after the redistribution, as half that 
on the first ball originally. 

Resin and glass have been chosen as two typical materials, 
but any two different insulators rubbed together behave more 
or less as resin and glass do ; thus relatively to a stick of 
shellac or resin, flannel behaves as a piece of g\assv^o\3\^ ^q. 

B 2 
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§ 4. The following experiments illustrate what precedes. 

Suspend a pith ball by 
^*^*' a silk thread (Fig. i): 

pith, in order that the ball 
may be light ; silk, in 
order that it may be in- 
sulated.* 

1. A stick of shellac 
rubbed with ftsmnel at- 
tracts the pith ball. 

2. After contact with 
the shellac, the pith ball 
will by conduction become 
negatively electrified as 
the shellac is, and will be 
repelled by it 

3. Arrange the flannel, 
which is not a very good insulator, so that it may be insulated 
both while rubbing the shellac, and afterwards ; this may be 
done by shaping it like a cup, and supporting it on a silk 
thread, or by gumming it on a metal disc fastened to a stick 
of vulcanite. Then tiie flannel, after rubbing the shellac, 
will be electrified with vitreous electricity, and will attract 
the pith ball electrified with resinous electricity. 

Converse effects will be produced by electrifying the pith 
ball by means of the flannel. The silk threads, shellac, and 
flannel must all be very dry, or the moisture will form a 
conductor along which the electricity will rapidly escape. 
Sometimes the pith ball is gilt, to make it a better conductor. 

Experiments, illustrating the proportion between the force 
observed and tlie charge of electricity, can be made by 
means of the pith ball 

4. Two pith balls electrified with different electricities 
attract one another (Fig. 2). 

* The parts of the drawings sho^-n dark, but crossed by thin white 
lines, are Intended to represent insulators. 
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5. Two similarly electrified pith balls hung side by side 
repel one another (Fig. 3). The same effect may be observed 
by means of two pieces of gold leaf insulated, and hanging 
side by side. When these apparatus are arranged (as in Fig. 4) 



Fig. a. 



Jig. 3. 



Fig. 4. 






with glass cases and stands, and with means, such as the 
metal rod a, of readily communicating an electrical charge 
from any body the condition of which is to be examined, 
they are called electroscopes.^ They indicate the presence 
of electricity by showing the existence of a force. They 
do not, strictly speaking, measure either the force or the 
quantity of electricity, but only indicate the presence of some 
force and some quantity. The little electroscope in Fig. 4 is 
furnished with a metal cap d^ and two uninsulated strips of 
metal c c, the object of which is explained in § 14 and § 23. 
In testing the laws of electrical quantity, it is convenient 
to use a more complex arrangement for producing electricity 
than is afforded by the mere stick of shellac or glass. The 
cbmmon electrical machine may be used to produce the 
electricity. This machine consists of a plate or cylinder of 
glass rubbed by flannel or some other semi-insulator while 
being turned, and having conductors conveniently arranged 
so as to gather either the vitreous electricity produced on the 
surface of the glass or the resinous electricity produced on 
the flannel. The best construction of these instruments will 

* The name f^tcXxometer is often improperly applied to what is above 
described as an electrox^^^. Electrometers are described below, § 18. 
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be described when electrical laws have been more fully 
explained. The balls by which the foregoing laws are 
illustrated, may be held on glass or vulcanite stems, which 
must, however, be very dry and clean, or the electricity will 
only be retained for a very short time upon the balls. 

§ 5. It is found that the distribution of electricity on 
the balls is unaffected by the mass of the ball, provided the 
surface remain constant Balls made of wholly diflferent 
materials but of the same size, if their surfaces be con- 
ductors, will behave in a precisely similar manner, so far as 
regards the quantity of electricity which each will abstract 
from any electrified body which it may touch : one ball may 
be wholly of brass, another a mere gilded pith ball, a 

Fig. s. 




third a hollow iron ball; yet each will be found under 
similar circumstances to have what may be termed the same 
capacity for electricity. Moreover, let a ball (Fig. 5) be made 
of two hollow hemispheres, enclosing an independent con- 
ducting ball within them, and in contact with them, and let 
the system be electrified and the enclosing hemispheres 
removed by insulating handles. The internal ball will not 
be found electrified, and the two hemispheres, when placed 
in contact so as to fonn a complete ball, w411, if the insulation 
has been perfect, be found to be as strongly electrified as at 
first. Electricity, while at rest, is therefore looked upon as 
residing in the surface only of the conductors. These state- 
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ments may be verified with the assistance of the electro- 
scopes before described. 

Although electricity when at rest can only be detected on 
the surface of bodies, we shall presently see that, when in 
motion, it does not run over the surface only ; it will pass 
more readily from one conductor to another along a soUd 
rod than along a hollow rod of equal external dimensions 
and the same materials, vide § 3, Chapter IV. 

§ 6. Let one insulated conducting ball a be electrified by 
contact with rubbed resin, and another exactly similar ball b 
by contact with rubbed glass. If the two balls be now put in 
contact with one another, they will assume an electrical condi- 
tion which is the same in both. If the ball a had most electri- 
city at first, the whole system will be electrified as by rubbed 
resin; if b had most electricity at first,, the whole system 
will be electrified as by rubbed glass ; and in all cases the 
quantity of electricity on the two balls after contact will be 
equal to the difference of the charge on the two balls at first 
(it being remembered that the quantity of electricity is 
assumed to be measured by the force, which, if contained 
on a given conductor, it would be capable of exerting). 

The distinction between the electricity due to rubbed 
glass and that due to rubbed resin is therefore analogous to 
that between positive and negative algebraic quantities, and 
justifies the use of the epithets positive and negative in place 
of vitreous and resinous. When positive and negative 
electricities are summed, the result is equal to the dif- 
ference between the arithmetical values of the quantities. 
If the two quantities of electricity of different kinds were 
equal on the two balls, the result of the contact would be 
wholly to put an end to all electrical charge. The two 
bodies would be discharged and would be unelectrified, 
which we shall find to mean no more than that they will be 
in the same condition as all surrounding unmsulated bodies. 

§ 7. The electricity appearing on the rubbed glass is 
called positive, that appearing on the rubbed flannel or 
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gutta percha is called negative; and the algebraic signs 
H- and — are often used to denote the two diflferent electrical 
conditions. 

+ positive, vitreous 1 are three synon3miou8 modes of 

— negative, resinous j describing electrical conditions. 

The symbols + and — have already been used on the 
foregoing figures showing attractions and repulsions, 4- 
repels 4- ; — repels — ; 4- attracts — . 

§ 8. When electricity is produced, it is found invariably 
that equal quantities of positive and negative electricity are 
produced. True, the glass when rubbed becomes positive 
only, but the material with which it is rubbed becomes 
negative, and the quantity on the glass is precisely equal 
and opposite to that upon the rubber. If the rubber be not 
insulated, the electricity upon it will be at once conducted 
to the earth, and will for the time being make the rest of 
the earth more negative than before ; but the earth, including 
the rubbed piece of glass, contains as a whole neither more 
nor less electricity than it did before ; the distribution only 
has been altered. 

When the whole surfaces of the two substances which 
have been rubbed together are thoroughly connected, either 
through the intervention of the mass of the earth or by 
any other conductor, the positive and negative electricities 
disappear, being neutralised as before. No substance is found 
to insulate so perfectly as to possess the power of keeping 
the two electricities asunder for more than a limited time. A 
perpetual leakage is always occurring from the one to the other 
through the mass of the insulator, until the combination or 
neutralisation is complete and all signs of electricity dis- 
appear. In elementary electrical experiments the one kind 
of electricity only is made manifest, because the one kind is 
concentrated in a small conductor and the other is probably 
diffused over the earth in the neighbourhood ; the quantity 
at any one spot being too small to produce appreciable 
effects. Thus, when a stick of sealing-wax (being one kind 
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of resin) is rubbed by a cloth, the sealing-wax alone appears 
electrified, simply because the positive electricity diffuses 
itself over the earth from the cloth, through the hand of 
the person holding it 

§ 9. When one insulator is rubbed against another, one 
of them becomes charged with positive and the other with 
negative electricity ; and with any given pair of materials, 
one invariably becomes positively and the other negatively 
electrified; but whereas glass rubbed with silk or flannel 
becomes positively electrified, when rubbed with a cat's skin 
it becomes negatively electrified. It follows from this that 
the positive or negative electrification of the material does 
not depend absolutely on the substance of that material, 
but depends on some peculiar relation between the two 
substances in contact. It is proved by experiments that all 
insulators can be arranged as in the following list, which is 
such that those first on the list invariably become positive 
when rubbed by any of the substances taking rank after 
them, but negative when rubbed by a substance preceding 
them. This list is given on the authority of M. Ganot 



Cat's skiiu 


Flannel. 


Glass. 


Cotton. 


Ivory. 


Shellac. 


Silk. 


Caoutchouc. 


Rock crystal. 


Resin. 


The hand. 


Gutta percha. 


Wood. 


Metals. 


Sulphur. 


Gun cotton. 



Those bodies which stand far apart on the list are dis- 
tinctly and decidedly positive or negative relatively to one 
another, but those bodies which appear near together on the 
list may possibly be misplaced. A very trifling diflerence in 
the composition of the body, or even in the state of its surface 
or of the colouring matter employed, will raise or lower the 
place of the body in the list. A rise in temperature lowers the 
body in the list, i.e. a hot body rubbed by a cold one idetvUc^l 
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with it in chemical composition becomes negatively ■elec- 
trified. Generally it may be said that no difference between 
two insulators can be so trifling as not to necessitate the 
production of electricity when they are rubbed together. 
The relative position of two bodies on the scale can be 
readily tested by rubbing two insulated discs together and 
observing their action on a pith ball charged with electricity 
of a known character or sign. 

§ 10. The word potential will now be substituted for the 
general and vague term electrical condition. When a body 
charged with positive electricity is connected with the earth 
electricity is transferred ^^w the charged body to the earth ; 
and, similarly, when a body charged with negative elec- 
tricity is connected with the earth electricity is transferred 
from the earth to the body. Generally, whenever two 
conductors in different electrical conditions are put in con- 
tact electricity will flow from one to the other. That which 
detennines the direction of the transfer is the relative 
potential of the two conductors. Electricity always flows 
from a body at higher potential to one at lower potential 
when the two are in contact or connected by a conductor. 
When no transfer of electricity takes place under these con- 
ditions the bodies are said to be at the same potential, which 
may be either high or low. The potential of the earth is 
assumed as zero. The potential of a body is the difference 
of its potential from that of the earth. Potential admits of! 
being measured and this measurement is fully described with 
the conditions tending to produce a given potential in 
Qiapter II. Difference of potential for electricity is ana- 
logous to difference of level for water. From the above 
definition it follows, that all parts internal and external of 
any conductor in or on which electricity is at rest must be at 
one potential. 

A body is said to be uninsulated when connected by a 
conductor with the earth. The potential of any uninsulated 
body is neither negative nor positive. There is in this 
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view notliing to prevent our regarding the earth as an electri- 
fied body; indeed, we know that any one part of the earth 
is seldom or never in exactly the same electrical condition 
as any other part in the neighbourhood. We simply assume 
as our zero the condition of the earth in our neighbourhood 
for the time being ; just as we may assume, in measuring 
heights, any arbitrary level, such as Trinity high- water mark : 
a point above this is a positive height, a depth below it may 
be written or regarded as a negative height. 

§ 11. It is frequently said that positive electricity attracts 
negative electricity, but that positive repels positive and 
negative repels negative. We have stated that electrified 
bodies do present attractions and repulsions of this kind, 
and by a slight extension of language the electiricity itself 
may be spoken of as attracting or repelling ; but there is a 
further phenomenon called statical induction^ which does 
appear more distinctly to represent an attraction or repulsion 
of electricity, besides the attraction and repulsion of the 
bodies charged with electricity. A body a brought into 
the neighbourhood of a body b at a different potential 
immediately produces a distribution of electricity over the 
surface of b, such as would be produced by the system of 
attractions and repulsions enumerated in § 7. If a be 
charged positively it attracts negative electricity to that end 
of the body b which is near it, and repels positive electricity 
to the remoter portions of b. If the body b be insulated, 
it neither loses nor gains electricity, but its ends are com- 
petent to produce electrical phenomena of opposite kinds. 
Separating the two ends we may retain each charged with 
its positive and negative electricity. Or if we connect the 
further end of b with the earth even for a moment, the 
positive electricity will be driven off to the earth, and a 
permanent negative charge will then be retained on b. 
Othenvise when a is removed the 4- and — electricities on 
b recombine and exactly neutralise one another. By in- 
duction, as in the case of electricity obtained by friction, 
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precisely equal quantities of positive and negative elec- 
tricities are simultaneously produced. It will be convenient 
to represent the distribution of electricity on the surface 
of bodies by dotted lines, the distances of which from 
the surface are proportional to the quantity of electricity 
per square inch at that point ; then, if the electricity be 
positive the dotted line will be shown outside the body ; 
if negative, the dotted line will appear inside the body. 
Along one line separating the positively charged portion 
from the negatively charged portion there will be absolutely 
no charge. The annexed Figure (6) represents an original 
and an induced charge represented to the eye according to 
this plan. The dotted line on a shows the original charge 

Fig. 6. 



when A was at a great distance froni b. When brought into 
the position Ai near b the original distribution is distiu-bed, 
and at the same time positive and negative electricities are 
induced at the two ends of b ; at the point e there is no 
change. 

§ 12. This induction of electricity must take place in the 
space surrounding every electrified body. In a room con- 
taining a ball electrified positively, the surface of the walls, the 
furniture, the experimenter himself must necessarily all be 
charged negatively in virtue of this induction. Where does 
this negative electricity come from % If the electrified body 
has been charged positively by rubbing, and the negative 
electiicity has been allowed free access to the earth, it may 



Chap. L] Electric Quantity. 1 3 

be said that this negative electricity has been attracted to 
the surface of the walls, furniture, &c., distributing itself 
according to definite laws which must be separately studied. 
If both rubber and glass have been insulated, tiien each 
induces on all surrounding surfaces positive and negative 
electricities equal each to each, but these induced quantities 
are now not necessarily equal to the amount on the glass 
or on the rubber, unless these be removed very far apart 
from one another. If the two oppositely electrified bodies 
are kept close together, their inductive actions are spent 
ahnost entirely on each other and their action on the 
surrounding walls of the room is almost nothing, for 
where the one tends to induce a positive, the other tends 
to induce a negative charge; as the insulated electrified 
bodies are removed farther apart each produces its in- 
dependent effect more completely. It will be found im- 
possible rightly to understand electrical phenomena without 
always recognising the presence of this induced charge of 
electricity opposite in character to the first or original charge. 
The very existence of the original charge implies the induced 
charge. 

§ 13. Induction always takes place between two con- 
ductors at different potentials separated by an insulator. If 
the conductors are at the same potential, whether this be 
high 'or low, there is no induction. 

If the wall of the room and an insulated body inside 
the room are at the same potential, the insulated body 
will be found to produce no electrical effects. The walls 
of the room and the insulated body might both be insu- 
lated from the earth and at a high potential, but none of 
the electrical effects hitherto described could be produced 
by an experimenter in the room. The insulated body would 
not attract light bodies; it would induce no charge or redis- 
tribution of electricity on a conductor held in its neigh- 
bourhoody and would not itself be charged with electricity 
or electrified. To produce all these phenomena we require 
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not only that the insulated body in the room be at a high 
potential, but that the surrounding walls be at a different 
potential. If the insulated body at a high potential were 
connected with the earth electricity would run from it to the 
earth, and then a negative charge would appear on the 
surface of the body and a positive charge on the inside of 
the room. The body would then become electrified. 

§ 14. Viewed in the. light given by these facts the attrac- 
tion which an electrified body a exerts on uncharged bodies 
in the neighbourhood is simply due to the induced elec- 
trification which it produces in those bodies. The light 
uninsulated body b (Fig. 7) is attracted to the negatively 



Fig. 7. 



Fiu. 8. 






electrified body a in virtue of the positive charge on b ; this 
positive charge is also repelled by the walls of the room 
which will be positively electrified by induction from a. 
The light insulated body b (Fig. 8) is attracted because its 
charge at the near side is attracted. The charge on the 
far side of b is repelled, on the contrary, by the body a, 
but less repelled than the near side is attracted, because it 
is more distant. The charge on the near side of b is again 
repelled from the walls of the room towards the body a ; 
the charge on the far side is attracted towards the walls^ 
and from a, but less than the near side is attracted, because 
the far side is nearer the walls. It is not until ail these 
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actions are taken into account that the forces set in action 
can be fully calculated ; moreover, unless b be very small, 
it disturbs the distribution of electricity on a very sensibly. 

In the electroscope shown in Fig. 4, § 3, the metal strips c c 
are inductively electrified by any charge on the gold leaves 
bh. They attract the gold leaves and increase their diver- 
gence. They also make the action of the instrument more 
regular than it could be if glass were opposite b b^ for 
the glass would always be liable to have an electrical charge 
of its own, independently of any charge on b b, 

A similar complicated series of actions occur when a 
positively electrified ball is brought into the neighbourhood 
of another positively electrified ball : each ball repels its 
neighbour and is attracted by the negative induced electri- 
city on the surrounding walls. If the walls were positive 
also they would repel the balls back to one another, and if all 
were at the same potential the two positive balls would be in 
equilibrium and would not be electrified. 

The phenomenon of induction allows us to examine the 
electrical condition of any body without abstracting elec- 
tricity from it. If I hold a positively electrified body over 
the knob on the electroscope (Fig. 4), the knob will be 
negatively charged and the gold leaves positively charged 
by induction ; the gold leaves will therefore be deflected. 
On the removal of the inducing body, the electricities re- 
combine and the deflection ceases. It is easy, however, by 
touching the under side of the knob or plate used for this 
purpose with an uninsulated conductor such as the hand, to 
allow the one electricity to run to earth, and then we have 
the electroscope permanently charged with electricity of 
the opposite kind to that contained on the inducing body. 

§ 15. The distribution of electricity can be examined in 
two ways, the first of which is the following. We may 
touch the surface of the body which we believe to be 
electrified with a small insulated disc called a proof plane^ 
and then remove this conductor, and observe whether it is 
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Fig. 9. 




competent to produce any of the electrical attractions and 
repulsions or inductions. If the conductor be small, and 
if it be held on a long insulating stem of small size also, 
it will not much disturb the distribution of the electricity 
over the surface to be tested though some disturbance will 
always be produced by induction. While touching the 
body, it will sensibly form part of the sur&ce of that body, 
and will be charged as the body is charged at that point, or 
nearly "so. AMien removed, it will therefore retain a charge 

nearly proportional to what is termed 
the density of the electricity at that 
point, and this density may therefore 
be tested by obser\ing the attracting or 
repeUing force which Xkvt proof plane 
is in each case capable of exerting 
directly or by induction on some body 
assumed to be at a constant electrical 
potential — for instance, on the pith 
ball electroscope. By experiments of 
this nature, the distribution of electri- 
cit}*" has been studied, and it is found 
that no electricit}'can be detected inside 
a hollow and empty conductor. A proof 
plane introduced (as in- Fig. 9) into the 
interior of a highly electrified ball with- 
draws no sensible charge of electricity 
unless by accident it touches the edge of the aperture while 
being withdrawn. This distribution is a necessary conse- 
quence of the law that each elementary portion of a charge 
of electricity repels every other similar portion with a force 
inversely proportional to the square of the distance separat- 
ing them. We shall study hereafter a few of the laws of 
distribution of electricity on the surface of conductors of 
regular form, on the assumption that they are so far from 
all neighbouring conductors, that the distribution depends 
only on the form of the electrified surface. These laws 
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will show that electricity tends to accumulate on all pro- 
jections, and that the density at points is necessarily very 
large. Next we must study the distribution of electricity 
over two conducting surfaces opposite each other. The 
diistribution in this case depends not only on the form of 
each surface, but on their proximity. For instance, the 
inside of a hollow conductor will be inductively charged 
by any electrified and insulated body placed there, and the 
charge on the internal surface will be greater the closer the 
two surfaces are placed. The charge is also affected by 
the insulator separating the conductor. 

A second mode of testing the distribution of electri- 
city is to remove the portion of the body the electricity of 
which is to be tested from the system of which it forms part, 
by insulating it from that system ; its electricity may then 
be tested by the proof plane or by its direct effects. 

§ 16. It follows from what has already been stated (§11) 
that an electrified conductor may at certain portions of its 
surface have little or no charge. If those parts are touched 
by the proof plane no electricity will be removed by it. 
Thus, if a cylinder be electrified by induction, so that one 
end is positive, the other end negative, as shown on the 
body B, Fig. 6, some point near the middle at e will not be 
charged. It will not electrify the proof plane or any other 
small conductor, and even if a portion of the cylinder itself 
be removed it will give no signs of electricity. If it be 
touched by a large conductor, the whole distribution of 
electricity will be changed by induction before the contact 
takes place. Thus, if I connect the point e^ Fig. 6, with 
the earth the whole distribution of electricity on b will be 
changed, for although e is no more charged with electricity 
than the earth itself the potential of the whole body b has 
been raised by induction from a on b ; the approach of 
the connecting wire alters the distribution of electricity, 
positive electricity accumulates opposite the wire even be- 
fore the contact is made, and the result of connecting e with 

c 
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the earth would be to leave the body b charged with negative 
electricity only and at the potential of the earth. 

There are distributions of electricity such that the electri- 
fied conductor may actually be in contact with the largest 
conductor or with the earth without losing its electricity or 
the distribution being in any way changed, the conductor 
being at the potential of the earth ; for instance, consider the 
positively electrified conductor a, Fig. lo, insulated and 
separated from the conductor b by a thin dielectric c. Let 
there be a negative charge on the conductor b equal to the 
positive charge on a, then no sensible charge will be found 
upon the external surface of either a or b, supposing them 
held far away from other conductors. I can produce this 
distribution by electrifying a while b is in contact with the 
earth. The positive charge on a will induce a negative 
charge on B, as shown by the dotted lines. The charge 
on A will be on the surface opposite b : the charge on b 
will be on the surface Opposite a. I may then allow either 
A or b to be in connection with the earth without sensibly 
disturbing the charge on a or b. If I allow both to be in 
connection with the earth or with one another for a single 
instant, the electricities will instantly combine and neutra- 
lise one another. The dielectric need not be solid, as in 
Fig. lo, but may consist of air only, as in Fig. ii. The 
distribution of electricity described is that which occurs in 
a charged Ley den jar (Fig. 12). The outside coating a has 
a large charge of electricity almost equal to the charge of 
the internal coating b ; nevertheless none of the electricity 
runs from the outer coating to the earth. The potential 
of the outer coating is zero. It is often said that electricity 
in this case is latent or fixed — in truth it is no more latent 
or fixed than any other charge of electricity. The distribu- 
tion in this case is such that no sensible charge is on the 
outside of the outside coating, the whole quantity being on 
the inside of the outside coating. 

li we were to form a Leyden jar with an opening ad- 
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mitting the introduction of a proof plane between the inner 
and outer coatings, wc might take off from either coating a 
quantity proportional to the charge at each place. This, in 
fact, is what we do when by the proof plane we remove a 
portion of the charge from a conductor inside a room, or 
from the walls of a room inside which an electrified body is 





placed. There is no difference in theory between the mner 
and outer coatings of the Leyden jar ; the outside of the 
inner coating, the inside of the outer coating are charged. 
From these electricity can be withdrawn by the proof 
plane ; from the other faces of either coating none can be 
taken. 

Whenever a conductor is chained a kind of Leyden jar is 
necessarily formed. The conductor is the inner coating, 
the air the dielectric, and the nearest surrounding conductors, 
such as the wall of the room or the person of the operator, 
form the outer coating; but the name of 'Leyden jar' is 
reserved for those cases in which the two opposed con- 
ductors are brought very dose together purposely. TVis 
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arrangement is also caUed a condenser or accumulator. The 
difference of potential between the two coatings of the 
Leyden jar remains constant whichever coating is in connec- 
tion with the earth. If the original charge on the inside be 
positive, the outer insulated coating will be at a negative 
potential when the inner coating is put to earth. 

§ 17. The quantity of electricity on a given conductor 
may be measured. The existence of the quantity of elec- 
tricity is proved merely by the force which it exerts on other 
quantities of electricity. In order to measure quantities of 
electricity we must therefore measure the relative forces 
which different quantities exert under the same circum- 
stances : if a quantity a of electricity exerts twice the force 
that quantity b exerts under precisely similar circumstances, 
we may properly say that quantity a is double the quantity 
B. In order to measure anything a unit must be adopted. 

The unit quantity of electricity may conveniently be 
called that quantity which, concentrated at one point, 
would exert the unit force upon a similar and equal quantity 
concentrated at a point distant by one unit of length. There 
are many different units of length and force which might be 
adopted. The units chosen by the British Association Com- 
mittee on Electrical Standards are the centimetre for the 
measure of length ; and the force capable of giving in one 
second a velocity of one centimetre per second to a gramme 
mass for the unit of force. The unit quantity of electricity 
upon this system, known as the electro-static system, is that 
which if concentrated at one point would repel an equal 
quantity at a point one centimetre distant with such a force as 
would, after acting for one second, cause a gramme to move 
with a velocity of one centimetre per second. Another 
unit of electricity might be defined as that which would 
repel a similar unit with the force of one grain at a distance 
of one foot. The idea at the root of both definitions would 
be identical, but the apparently more complex definition 
leads to greater simplicity in calculations. 
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§ 18. The practical measurement of quantities of electri- 
city can in many cases be made by directly measuring the 
electrical forces in action; the apparatus in which these 
forces are weighed is called an absolute electrometer. Any 
apparatus in which the forces produced by different quantities 
under the same circumstances are numerically compared but 
not actually measured in units of force is termed an electro- 
meter. Indirect methods of measuring quantity are often 
more convenient for practical purposes, but these measure- 
ments can and ought to be all made in units of the kind 
described. In studying the distribution of electricity under 
various conditions, we must not be satisfied with merely 
knowing generally that at certain points there will be more, 
at others less, electricity; we must not even be satisfied 
with knowing the relative amounts on various points of a 
given conductor; we must aim at knowing exactly the 
quantity of electricity per square unit of surface, which is 
termed the density of the electrical charge. The electro- 
meters employed in comparing quantities of electricity on 
different portions of any surface or surfaces must give us 
the relative amounts on various points, or they will not be 
measuring instruments. An absolute electrometer does more, 
it gives not only the relative but the absolute amounts. 

§ 19. Hitherto electricity has been spoken of as pro- 
duced directly by friction and indirectly by statical induc- 
tion only; there are several other modes by which elec- 
tricity is produced : — i. The simple contact of two in- 
sulated pieces of dissimilar metals results in charging one 
metal with positive, the other with negative electricity in 
precisely equal amounts ; or it may be more correct to say 
that after contact the metals are found to be thus dissimilarly 
charged. The charges so produced or observed are very 
small. 2. If a metal be dipped in a liquid a similar 
effect occurs, the liquid and the metal being electrified in 
opposite ways. A difference of potentials is produced by 
the contact. The amount of electrification d\f[ti?> nnvOcv 
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different metals and different liquids, but is always very 
small compared with that which might be produced l^ 
friction. 3. When two dissimilar metals are plunged side 
by side into a liquid, such as water or a weak solution of 
sulphuric acid, they do not exhibit any signs of electrification. 
The three materials remain at one potential or nearly so,' 
A further description of this curious fact is given Chapter II. 
§ 22, 4. If while the two dissimilar metals are in the 
liquid they are joined by metallic contact to terminal pieces 
of one and the same metal, these terminal pieces will be 
brought to the same difference of potentials as that which . 
would be produced by direct contact between the dissimilar 
metals. Thus, though zinc, water, and copper in an insulated 




jar are all at one potential if I join a copper teiminal to the 
zinc, then this copper terminal will become positive rela- 
tively to the zinc, water, and second copper, which all remain 
at one potential. 

The name of galvanic cell is given to an insulating jar con- 
taining two dissimilar metals plunged in a liquid composed 
of two or more chemical elements, one of which at least 
tends to combine with one or other of the two metals, or 

' The Voltaic theory of the galvanic cell is adopted in this treatise. 
The above statement is in direct contradiction with many treatises on 
electrici^, which generally state that the metals become one positive 
and the oCier n^ative. Fide Chapter II. S 2^ 
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both in different degrees. But whereas in the single cell no 
charge of electricity is given to either metal, if we insulate 
successive jars of the liquid one from another, and plunge 
successive pairs of metals, c and z, joined as in Fig. 1 3, 
into these jars-, very considerable charges of electricity will 
be communicated to conductors in contact with the final 
plates of metal ; thus, if coppers and zincs be used, the 
liquid being water or a weak solution of sulphuric acid, the 
last copper plate will charge a. conductor positively, the 
last zinc plate an equal conductor negatively. Sulphate 
of zinc will be formed during the process, and this chemical 
action is found to be essential to the production of any 
considerable quantity of electricity in this manner, which is 
therefore often said to be due to chemical action as dis- 
tinguished from, friction. The charge of electricity obtained 
in this way may be looked upon as wholly due to the 
chemical action ; but, on the other hand, it may be looked 
upon as due to the successive junctions between the zincs 
and coppers* and it is found that the amount of charge 
obtained in this manner on a given conductor is simply 
proportional to the number of these junctions, and that it 
depends on the metals in contact, not upon the liquids. 
In other words, the difference of potentials produced is 
proportional to the number of junctions. These two views 
are called respectively the chemical theory and the contact 
theory of the galvanic cell, and have been supposed to be 
incompatible. They are both true. 

§ 20. There is no difference whatever in kind between 
the electricity produced by friction and that produced by 
chemical reaction. It is worthy of remark that, in each 
case, the electricity requires for its production the contact of 
dissunilar materials. This contact requires to be supple- 
mented by friction in the case of insulators, by chemical 
reaction in the case of conductors. The friction between 
two dissimilar insulators invariably produces electricity. The 
difference of the chemical action of any conducting liquid 
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compound on two dissimilar metals produces electricity. 
The analogy between friction and chemical action is not 
known. Electricity in each case is produced so that equal 
quantities of positive and negative electricity are simulta- 
neously produced. This is sometimes expressed by saying 
that all bodies are always electrified, and that the contact 
and friction, or contact and chemical action, produce 
merely a redistribution of electricity. 

§ 21. Electricity may also be produced by the simple 
pressure, or indeed contact, of two dissimilar insulators. 
The electricity will be retained by the insulators after their 
separation This is precisely analogous to the production 
of electricity by the contact of two conductors. 

§ 22. Certain minerals when warmed acquire an electric 
charge, differing in sign at different parts of the mineral ; 
thus, one end of a heated crystal of tourmaline will be 
positively electrified, while the other is negatively electrified. 
This electricity is sometimes called pyro-electricity. The 
phenomenon has not been much studied ; the electrical 
charge is probably due to a polarity in the structure of the 
tourmaline at different parts, which virtually makes in one 
crystal a system like that of a magnet having opposite pro- 
perties at opposite ends. The electrical phenomena pro- 
duced by the contact of dissimilar metals are produced 
even when the dissimilarity consists merely in the difference 
of temper in one and the same piece of metal. A soft and 
a hard piece of brass wire behave as dissimilar metals, 
although their chemical composition may be identical. If 
this view be correct, we may say that, wherever electricity 
is directly produced, it requires the contact of two dissimilar 
materials. 

§ 23. The attractions and repulsions produced by elec- 
tricity have hitherto been spoken of as absolute, or as being 
produced under all circiim stances ; but if an uninsulated metal 
plate D (Fig. 14) be interposed between an electrified body a 
and the insulated suspended pith ball b all attraction or repul- 
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sion will cease, just as if the metal plate were opaque to the 
electric influence. If, however, the metal plate or screen 
be insulated (as in Fig. 15) it will increase the attraction or 
repulsion instead of destroying them. These two apparently 
different effects are due to the different distributions of elec- 
tricity produced in the two cases. 

Let A be electrified positively, and the plate d be uninsu- 
lated, then on the side next a a negative charge will be 
induced, diffused over a considerable surface ; the effect 
of this diffused negative charge is very nearly to neutralise 
all attractions or repulsions due to a, on the farther side of 
the screen. The metal cap of the electroscope (Fig. 4) is in- 
tended to screen the gold leaves from inductive effects, and 
should not be insulated. The whole glass case should be 
coated with an open wire case for the same reason. 

When, however, the metal plate d is insulated the farther 



Fig. 14. 



Fig. 15. 





side of D becomes positively electrified as a was, the charge 
on the side n near to a and the charge on a nearly neutralise 
one another as before; but the positive charge on the far 
side / of D is thus left free to attract or repel, and the result 
is the same as if the body a had been advanced in the direc- 
tion of the screen by an amount equal to the thickness of the 
screen. 
We can now understand the reason why a Leyden jar con- 
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taining a very large quantity of electricity neither attracts 
nor repels light bodies in its neighbourhood. The effect of 
the more concentrated inner charge and more diffused outer 
charge is such that one precisely neutralises the other. This 
statement is here made as of a fact ascertained by experi- 
ment It can also be theoretically demonstrated 



CHAPTER II. 

POTENTIAL. 

§ 1, The word Potential^ introduced by Green, has only 
lately been generally adopted by electricians, and is still 
often misunderstood ; it expresses a very simple idea, and one 
quite distinct from the meaning of any other term relating 
to electricity. 

As already explained in Chapter I. § 7 difference of 
potential is that difference of electrical condition which de- 
termines the direction of the transfer of electricity from one 
point to another ; but electricity cannot be so transferred 
without doing work or requiring work to be done, hence 
the following definitioru Difference of potentials is a differ- 
ence of electrical condition in virtue of which work is done by 
positive electricity in moving from the point at a higher potential 
to that at a lower potential, and it is measured by the amount 
of work done by the unit quantity of positive electricity when 
thus transferred. The idea of potential essentially involves 
a relative condition of two points, so that no one point or 
body can be said simply to have an absolute potential but 
for the sake of brevity. 

The potential of a body or point is used to denote the differ- 
ence between the potential of the body or point afid the potential 
of the earth. 

These definitions require considerable illustration before 
l^ey can be fully understood. 
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Electrified bodies repel and attract one another, and by 
a slight extension of language we say that a quantity of 
positive electricity attracts a quantity of negative, but repels 
a quantity of positive electricity. If, therefore, we move a 
quantity of positive electricity towards another similar 
quantity we meet with a resistance capable of measure- 
ment,, equal, for example, to the weight of so many grains. In 
overcoming this resistance work must be done, precisely as 
work must be done to lift a pound or a grain. The work 
done in moving a body from a to b is measured by the 
product of the distance multiplied into the force overcome ; 
if the weight of a grain be the unit of force and the foot the 
unit of distance, the unit of work will be the foot grain. If, 
then, in moving a certain quantity of electricity from a to b 
we overcome a resistance of ten grains through a space of 
five feet we do work equal to fifty foot grains during the 
operation. On the other hand, the repulsion or attraction 
of electrified bodies tends to perform work; for the body just 
brought to B may be driven back to a by the force of 
electricity alone. In the one case, work is said to be 
done upon the electrified body in consequence of its electri- 
fication; in the other case it is done by the electrified body 
in virtue of its electrification ; less accurately we might 
say the work was done by the electricity, or performed upon 
the electricity ; the measure of the work is the same in the 
two cases, which are analogous to letting a body fall from 
the level a to the level b, and raising it up again from b 
to A. 

§ 2. An electrified body moving from one point to another 
may at one time require work done upon it in order to 
overcome the resistance; at another part of the journey it 
may pull in the direction it is going and then work is done 
by it I speak here only of the work done or required in 
consequence of the electrical condition of the body. 

The whole work which has been required in consequence 
of electrical attractions or repulsions to move it from any 
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point A to any point b will be the algebraic sum of the work 
done by and done upon the electrified body, the first being 
called positive and the second negative work. 

Thus, if in moving the electrified body from a to b, we first 
have to overcome a resistance, and do work upon it equal to 
lo foot grains, whereas afterwards it pulls towards b, doing 
work equal to 30 foot grains, then in the whole passage 
from the point a to the point b the work done by the body 
may be said to be 20 foot grains; it is true that during one 
part of the passage it did more than this, but only after 
having required aid previously. 

The path followed in going from a to b will be a matter of 
indifference so far as this total work done by or upon the body 
is concerned. We have a precisely analogous case in gravi- 
tation: a body of a pound weight in falling from a height of 40 
feet to a height of 20 feet above the sea, will do necessarily 20 
foot-pounds of work in virtue of that fall, no matter what path 
it follows. We may lift it above a and do work upon it by lifting 
it before letting it fall, still the whole work done by the body 
in its passage from a to b and in virtue of that fall will be 20 
foot-pounds ; it may fall by the most roundabout or the most 
direct road, the work done will be the same ; it may fall 
below the level of a, and bound up to a : the whole sum 
of the work will be unchanged, depending merely on the 
difference of level between the first and second spot. This 
work may indeed be represented in various ways : thus, if the 
body fall direct through a vacuum the work appears in the 
form of what is called actual or kinetic energy ; that is to say, 
it is wholly represented by the motion of the mass. If, on 
the other hand, the body falls slowly, lifting another weight, 
the work will be represented partly by the weight lifted, 
partly by the heat due to the friction of the mechanism ; but 
the work done by a body due to its fall from one level to 
another is constant in amount however various in form. 
The work done in overcoming electrical force or done by 
electrical force is subject to the same law. 
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§ 3. In moving a weight from a point a to a point b on 
the same level no work on the whole is either done upon or 
by the body in respect of its weight; and similarly in moving 
a small electrified body from a point a to some other point b, 
it may happen that the point b is so situated that on the 
whole no work is either done upon or by the body in re- 
spect of the electrical forces in action on the body. In that 
case the two points might be at the same electrical level 
or height, but the recognised term in respect of electrical 
forces is potential ; the points a and b are at the same 
potential. If our small electrified body, for instance, be 
moved round another large electrified body, neither ap- 
proaching nearer nor receding farther from it, and so far 
from all other conductors as not to be sensibly attracted or 
repelled by them, it will pass along a path every point of 
which is at the same electric potential. 

In moving any actual body from spot to spot some work 
must always be performed to overcome friction, but as in 
moving a heavy body from one point to another, at the same 
gravitation potential or level, no work is required in respect 
of its gravitating properties, so in moving an electrified body 
from one point to another at the same electrical potential no 
work is required in respect of its electrical properties, 
although of course work will certainly be required to over- 
come friction and may be required in respect of gravitation 
if the body be raised or in respect of inertia if we accelerate 
the motion of the mass. 

§ 4. The potential of a body is the excess or defect of its 
potential above or below that of the .earth in the neighbour- 
hood — the potential of the earth at that point being arbitrarily 
assumed as nil. 

The potential increases in proportion to the increase of 
work done by any given quantity of electricity in moving 
from the point to the earth ; and since the potential is pro- 
portional to the work and to the quantity of electricity 
transferred, and to no other quantity, the potential of a point 
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is measured by the work which a positive unit of electricity 
does in passing from that point to the earth. The unit 
quantity of electricity might, so far as this definition is 
concerned, be chosen arbitrarily, but there is a certain 
convenience for many calculations in choosing the unit as 
defined in Chapter I. § 17. Every point everywhere may be 
said to be at a certain electric potential, just as every point 
ever}'where may be said to be at a certain level above or 
below a datum line arbitrarily chosen, such as the Trinity 
high-water mark. In speaking of the potential at a point 
it is as unnecessary to conceive of the presence of any 
electricity at that point as it is to think of the presence of a 
heavy body at a point when we speak of its height above 
the sea. 

§ 5. The electric potential at the point depends on the 
electrical condition of all bodies in the neighbourhood ; that 
is to say, sufficiently near to exercise any sensible force on 
a small electrified body at the point. Moreover, in testing 
the equality of the potential at two points by the work 
done upon or by an electrified body in its motion from one 
point to the other we must remember to choose a body con- 
taining only a very small charge of electricity, which we 
will call the test charge ; otherwise, the mere presence of 
this test body or test charge of electricity would sensibly 
change the potential at the point at which it was at the 
time of the experiment; increasing or decreasing for the 
time -being the work which must be done in order to 
bring any other small quantity of electricity to that point 
At first it might appear as if the analogy of gravitaticn 
deserted us here, but that is not so; for if I say that 
two points A and b shall, relatively to the earth, be at 
the same level when no , work is done upon or by a 
heavy body in passing from one to the other, I must 
remember that in placing a heavy body at the point a, I do 
change for the time the gravitation level of that point if the 
body be of sensible size compared with the earth; for its 
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presence at a has increased the attraction of all other heavy 
bodies to a, so that for the time being a small weight 
passing from a to b would do work ; the position of the 
centre of gravity of the earth having been changed. 

§ 6, The difference of potential between two points a and b, 
being the difference of condition in virtue of which elec- 
tricity does work in moving from one to the other, is measured 
by the work required to move a unit of electricity against 
electric repulsion from a to b, or, what is the same thing, 
it is measured by the work which a imit of electricity would 
do while being impelled from b to a. 

The point a is said to have a higher potential than 
B if a unit of positive electricity in passing from a to b 
performs work. It is assumed that the unit of electricity 
does not disturb the distribution of electricity in the neigh- 
bourhood. 

The conception of the work which must be done upon or 
by electricity in passing from one point to another must 
be grasped as the only idea which can explain difference 
of potential. When bodies are spoken of as being in the 
same electrical condition we mean that they are at the same 
potential. Difference of potential can therefore be expressed 
in foot grains or any other recognised unit of work. 

In this paragraph the work is spoken of as being done by 
the unit of electricity simply to avoid the awkward periphrasis 
* done by a small electrified body charged with one unit of 
electricity ' and ' done in consequence of the electric charge 
only.' That is to say, it is the extra work which must be 
done in moving the body from the one place to the other in 
consequence of its being electrified. 

§ 7. Let us apply our definition to special cases. First, 
take an electrified conductor on which electricity is at rest, 
having assumed that distribution which is determined by 
its own shape and the shape and position of neighbouring 
conductors. All points on the surface of such a conductor 
are at the same potential If any one point a were at a. 
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higher potential than another b, the electricity at a would 
as surely run to b as a weight would fall from a higher level 
to a lower unless resisted by some force ; whereas, on the 
conductor there is no impediment to the free motion of 
electricity. One end of the conductor may be positively 
electrified, the other end negatively electrified ; the centre 
may have no sensible charge as in the body b, Fig. 6 ; never- 
theless all points of the surface are at the same potential, for 
I might move any little electrified body all over the surface 
without its being retarded or impelled in any direction by 
electrical forces. All points in the interior of the conductor 
are also at the same potential as the surface, although no 
charge of electricity is ever found at any internal point 

The Httle test charge of electricity, when introduced into 
any cavity in the interior of a body, would be equally ready 
to move in all directions, and would be in perfect equili- 
brium. At first it might seem that inside or outside the 

body a unit of positive elec- 
^^^•'^- tricity a (Fig. 1 6) would be 

attracted by that end n of the 
conductor n p which was ne- 
gatively charged, and would 
be repelled by the other end p; 
but in thinking thus we forget the influence of the external 
neighbouring conductor m, which has already produced 
the arrangement of the charge upon n p. The test charge, 
wherever applied, will not tend to move in one direction 
more than another, but to subdivide itself over the large 
conductor n p, in the same manner as the original charge 
is distributed. 

§ 8. Let us next consider the space round a charged con- 
ductor, this space being necessarily filled with air or some 
other insulator. First, conceive the conductor to be imi- 
formly charged with one kind of electricity, as a sphere might 
be in the centre of a spherical room (Fig. 17). Then the 
space dose to the sphere would be very nearly at the same 
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potential as the sphere, for our test charge of electricity 
wouM do very little work in moving up to the sphere if 
attracted to it, and would require little work to be done 
upon it to move it up to the sphere against the repelling 
force. Let us conceive the potential of the sphere to be 
positive and the test chaise positive also. Then the 
potential of the space round the sphere falls, or becomes 
less positive as we recede from the sphere. The work 
required to bring the test charge to the 
ball increases as it is removed farther 
and &rther from the ball, although the 
force with which it is repelled dimi- 
nishes. Again-, the case is analogous 
to that of gravitation The work which 
a body will do falling to the earth in- 
creases as the height increases from 
which it falls, although the attraction 
between the earth and the body diminishes, as it recedes 
ftom the earth. 

§ 9. As the test charge approaches the wall of the room 
sunounding our positively charged sphere, it approaches a 
negative cha^e of electricity, and is more and more attracted 
by it; this attraction further increases the work required to 
bring the test charge back to the electrified sphere, and the 
potential falls faster and faster. The fall continues until the 
test chaise touches the wall of the room, which is thus shown 
to be necessarily at a lower potential than the charged 
sphere. Had we begun with a negative charge on the 
internal sphere, we should have found that the wall of the 
room would have been at a higher potential than the sphere. 
Thus we find that there is a necessary difference of potential 
between the inner and outer coating of a Leyden jar, or 
generally that any two conductors between which induction 
is taking place must be at different potentials. 

The potential diminishes gradually from the internal sphere 
to the sorrounding conductor, and all concentiic s'^^iencal 
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surfaces will be at one potential, i.e. we might, so far as 
electrical forces are concerned, without doing or receiving 
any work, move the test charge all over any concentric 
spherical surface, indicated by the lines /i,/2,/3, in Fig. 17. 
Whatever be the shape of the internal electrified body, I 
may conceive in the dielectric surrounding it equipotential 
surfaces of this kind, the form of which will depend on the 
form of the internal and external conductors. 

We may further conceive successive equipotential surfaces 
separated by such distances that the same amount of work 
would be done by the test charge in moving from any one to 
the next An equal amount of work would be required to 
move the test charge back from any one of these surfaces to 
that adjacent to it and at a higher potential. 

§ 10. Consider the more complex case of a body charged 
partly with positive and partly with negative electricity but 

all at one potential. This in- 
volves a complicated distribution 
of electricity in neighbouring 
conductors, such, for instance, 
as is shown in the annexed dia- 
gram (Fig. 18). 

Very near the surface of the 
conductor a, the potential of the 
dielectric will be sensibly the same as that of a, and there 
is nothing here to indicate whether the potential of a is 
positive or^ negative relatively to the general enveloping 
conductor b; but receding from a towards c the potential 
of the space falls, whereas, as we pass from a towards d, it 
rises ; again, receding from d towards the envelope b, the 
potential falls, but as we pass from c to the envelope, the 
potential rises, so that close to b the potential is the same 
at all points, but whether higher or lower as a whole, there, 
is nothing in the diagram to tell us. All these conclusions 
are deduced from the simple conception of the work required 
to move our imaginary test charge from place to place. Nojr 
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can any simpler conception be suggested. We see from the 
above diagram, that a body charged with negative electricity 
niight have a positive potential relatively to a point charged 
with positive electricity, and vice versd.. For the body a 
may all be at a positive potential relatively to the body b, 
notwithstanding the fact that the part a of this conductor 
is negatively charged while some point of b, such as b, is 
positively charged. 

§ 11. The charge induced between two opposed con- 
ductors separated by a dielectric, implies a difference of 
potential between the conductors as shown above. More- 
over, as the difference of potentials increases, so must the 
induced charges increase, for in order to make it more and 
more difficult to move the test charge from one surface to 
the other, the repulsion from one side and attraction to the 
other must increase, and this additional attraction and 
repulsion can only be increased by increasing the quantities 
of electricity. On the other hand, so long as the difference 
of potentials between the surfaces remains constant the 
charge on the opposing surfaces must remain constant; both 
potentials may rise and fall together, but the constant 
difference of potential implies a constant internal charge. 
An example will make the meaning of this statement clear. 
Suppose an ordinary Ley den jar to be charged with negative 
electricity and to have its outer coating in connection with 
earth. The potential of the inner coating will be negative, 
relatively to the earth ; and calling the potential of the earth 
zero, as is usually done for brevity, we may, as stated in 
§ 4, simply say that the potential of the inner coating of our 
jar is negative. There will be a positive charge of electri- 
city on the inside of the outer coating of the jar equal to the 
negative charge within. 

Insulate the outer coating, and electrify it with a positive 
charge. Its potential will be raised, but the potential of the 
inner coating will be raised by a like amount. The negative 
charge will re^main inside the. jar oindisturbed m amo\fl\\.-^ 
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opposite to it will remain the positive chaige on the inner 
side of the outer coating, the only change being that on the 
outer side of the outer coating we have now a positive 
chaige. The effect of this additional positive chaige will be 
to increase the work required to bring our test chaige from 
a distance up to the jar, or to any point inside th6 jar, i.e. 
the potential both of inside and outside and oi all adjacent 
points has been raised. 

§ 12. Next, suppose that two jars (Fig. 19), having their inner 

coatings in electrical connection, are 
charged with n^ative electricity, the 
outer coatings being uninsulated, i.e. 
at the potential of the earth. The 
potential of the iimer coatings will 
be negative, and if the two jars are 
equal in all respects, the negative 
chaige in each will be equal In- 
sulate jar A, and increase the poten- 
tial of its outer coating by electrifying it positively. The 
negative charge 1*411 now redistribute itself between the two 
jars. 

The potential of the outer coating of b remains constant 
The potential of the inner coatings of a and b must be 
uniform throughout, since they are in metallic connection. 
Their potential as a whole will be somewhat raised, but 
not so much as that of the outer coating of a ; hence the 
difference of potentials between the coatings of a, will have 
been increased, and its internal charge will have increased, 
and this will have occurred at the expense of b, where the 
difference of potentials between the inner and outer coatings 
will have diminished. 

§ 13. If one coating of any Leyden jar be kept at a 

constant potential, such as that of the earth at the spot is 

generally assumed to be, the quantity of electricity which 

the other coating contains is simply proportional to its poten- 

' tial, a fdct determined by experiment Thus, if I have the 
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means of producing & constant potential, or rather a constant 
ditference of potential, from that of the earth, I shall also 
have the means of collecting a constant quantity of electri- 
city. The chaise assumed by any insulated conductor inside 
a. conducting envelope, however far remote, is simply propor- 
tional to the difference of potentials between the envelope 
and insulated conductor ; and as a limit we may say that 
the charge on any insulated conductor, when there are no 
electrified bodies in the neighbourhood, is simply propor- 
tional to the potential of the conductor ; that is to say, 
the difference of its potential from that of the earth. The 
force it exerts is proportional to the quantity, and the work 
requiied to overcome that force is proportional to the 
force. 

§ 14. In a Leydeo jar it is immaterial which of the 
coadDgs is in connection with the 
earth, or whether either of them be ^'°' "■ 

so. Connection with the earth is 
merely a device for keeping the po- 
tential of that particular coating con- 
stant, or nearly so, by maintaining it 
in connection with a very large con- 
ductor. Thus, the inner coating of a 
jar when in connection with the earth, 
will take a negative charge if the outer 
coating be positively electrified, and, 
the difference of potentials being the 
same, this charge will be precisely the 
same in amount as if the outer coating had been in con- 
nection with the earth, and the inner coating had been 
directly electrified by negative electricity. 

§ 15. Let us consider the construction of electroscopes 
by the light of the knowledge we have now acquired; for 
insunce, the gold leaf electroscope. Fig. 20. 

The repukion between the two gold leaves a and i de- 
pends on the quantity of electricity with which they are 
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charged. But upon what does this quantity itself depend ? 
Merely on the difference of potential between die gold leaf 
and the conductors c and d immediately surrounding it. 
When the gold leaves a and b are connected with the 
electrified body a to be examined, a b and a assume 
the same potential; then the quantity of electricity ac- 
cumulated on the gold leaf depends on the difference 
of that potential from the neighbouring conductors c 
and d; let c and d be insulated, and at the same poten- 
tial as A, then, no matter how much electricity thane 
may be on a, none will come to a and b, and no diver- 
gence will occur in the leaves. In the ordinary construc- 
tion of electroscopes, some parts of the surrounding con- 
ductors c and d are glass, and their potential depends on 
conditions over which we have no control ; c and d should 
be a metal case with openings, to allow a and ^ to be seen ; 
for instance, a wire cage round glass, the meshes of which 
approach sufficiently near to keep the whole surface of the 
glass at once potential \ then, if ^ and // be in connection with 
the earth, ^ and ^ will be charged with electricity whenever 

there is a difference of potential between 
A and the earth. Exactly similar reason- 
ing applies to the Peltier electroscope, 
Fig. 2 J. In this instrument instead of 
the gold leaf we have a rod a b, free to 
move on a vertical axis v^ and repelled at 
each end by a fixed conductor c d in 
electrical connection with it, but placed 
on an insulating support d; the rod is 
directed by a small magnet m n ; the in- 
strument is so placed that when c d has 
no charge of electricity, the magnet places 
the rod just clear of these fixed conductors 
^ and // ; then when b with a b are all charged with electricity, 
the rod ^ ^ is repelled until the force of electric repulsion is 
just balanced by the directing force of the magnet. The 
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force depends on the quantity of electricity on the rod and 
balls, but this quantity is proportional to the difference of 
potential between the system b ^ ^, &c., and the enveloping 
conductor a, which is not shown in the drawing but which 
encloses the whole insulated system ^ c d. This electroscope, 
therefore, like the preceding one, and like all others, indi- 
cates diflference of potential by means of the quantity 
which that difference causes to accumulate on an insulated 
conductor. 

In the instruments usually made there is a divided ring to 
show how far the rod ^ ^ is deflected. The instrument 
indicates more conveniently than the gold leaf electroscope 
whether a given potential be higher or lower than another ; 
but inasmuch as the deflections are not proportional to the 
difference of potential between a b and the case a, and are 
not even connected by any simple law with this difference 
of potential, the Peltier electroscope cannot be used to 
measure difference of potentials, i.e. to compare two poten- 
tials or differences of potentials accurately, so as to allow us 
to say that one is distinctly two, three, or four times as great 
as another. For this purpose we require much more com- 
plex arrangements, electrometers or instruments in which 
the attractions and repulsions produced by given differences 
of potential between the parts can be calculated definitely. 

All electrometers measure directly differences of potentials, 
and measure quantities only indirectly. 

§ 16. If two electrified conductors a and b, which are 
at the same potential, be joined by a wire, no disturbance 
in the electric distribution on the system will take place, 
unless indeed the wire be of sensible size relatively to the 
other conductors, and at a different potential ; but, assum- 
ing the wire to be small, or at the same potential as a and 
B, the electricity on the bodies after being joined will be in 
equilibrium as before, the necessary condition of equality 
of potential throughout being satisfied. If, on the other 
hand, a be at a higher potential than b, positive electricity 
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must, when the connection is made, flow from a to b, to 
re-estabhsh electric equilibrium. The amount of the elec- 
tricity thus transferred must be such as will restore the 
equilibrium ; it will be great when the difference of poten- 
tial is great and when the size of the bodies is large, and 
small under the opposite conditions. The existence or' 
continuance of the flow of electricity from one point to 
another depends solely on the difference of potential 
between the points. The magnitude of the conductors has 
only one influence in the result, by requiring that a larger 
quantity of electricity shall flow to re-establish equilibrium. 
We may illustrate this by an experiment with water. If we 
join two reservoirs of water, big or little, by a pipe, no 
flow takes place from one to the other if the surfaces of 
the water in both are at the same level If they be not, 
the flow will take place from the higher to the lower ; the 
quantity of fluid transferred depends on the capacity of the 
reservoirs and original difference of level: it continues 
until the level is the same in both. Substitute potential for 
level, electricity for water, conductor for reservoir, and the 
above statements are all true for electricity. 

§ 17* If I put one end of a wire in connection with the 
earth and the other at a point x in the air (which may 
be at a very high potential) no electricity flows through 
my wire from the point to the earth, simply because at 
the point in question there was no electricity to flow, its 
capacity and charge being zero ; but the potential of the 
point will have been changed by the mere presence of the 
wire to that of the earth. For this purpose, while the 
wire was approaching the point, a redistribution of electri- 
city on its surface has been going on under the influence of 
the induction to which the potential of point x was due. 

If the wire has a sharp point so that a very small quantity 
of electricity will produce a great density, electricity will 
actually flow from the air to .the earth; successive particles of 
air negatively charged will fly from the point, and be replaced 
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by particles of air positively charged, each of which will be 
discharged through the wire. If the potential of the point 
be sufficiently high the phenomenon is accompanied by noise 
and a brush of light A lighted match on the end of the 
wire also allows the transfer of electricity to take place; the 
burnt particles fly off with the charge of one sign and the air 
about to be burnt brings electricity of the other sign to the 
wire. 

§ 18, By definition the difference of potential was de- 
clared to depend on the work done by or upon electricity 
in moving from one point to another. The nature of the 
work done by or to a quantity of electricity moved on a 
conductor by or against a force of attraction or repulsion is 
dear enough — a tangible force is used or overcome ; a solid 
body is either put in motion, or its motion is resisted; but 
when electricity moves along a wire from a body at one po- 
tential to a body at another, no solid body is moved at all, 
and no equivalent work appears at first sight to have been 
done. The equivalent is found, however, in heat generated 
in the wire by the passage of the electricity. It is well 
known from the research of Joule that 772 foot-pounds of 
work are equivalent to the quantity of heat which raises i lb. 
of water i® Fahr., and although no visible mechanical work is 
done, where a quantity Q of electricity passes along a wire from 
A to B, heat is generated precisely equivalent in amount to 
the work which the attractions and repulsions of the elec- 
trified bodies a and b would have done when acting upon 
the same amount of electricity q, conveyed on a small 
moving conductor from the body a to the body b. We 
shall find that electricity in motion is capable of doing 
work in other ways, but in whatever way work or its equiva- 
lent is produced by electricity moving from a to b, the amount 
will always be equal to the quantity of electricity transferred 
multiplied into the excess of potential of a over b. 

§ 19. Difference of potential may be produced by mere 
induction. A small insulated conductor placed at any point 
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in space where, owing to the neighbourhood of electrified 
bodies, the potential was x, will itself assume the potential x^ 
without losing or gaining any electricity. Then if this body 
be connected with the earth, electricity will flow from the 
body to or from the earth sufficient in amount to bring 
the body to the potential of the earth ; if jp be positive, the 
current will be to the earth ; if ^ be negative, the current 
will be from the earth to the body. 

§ 20. Difference of potential is produced by friction 
between insulators followed by separation. Two insulators 
rubbed against each other become oppositely charged, 
and there is a difference of potential between them. It 
is probable that for each pair of substances rubbed to- 
gether there is a certain maximum difference of potential 
which cannot be exceeded. The list already given, Chapter 
I. § 9, showing the order in which some materials stand, so 
that each becomes positive when rubbed by any of the sub- 
stances placed after it, necessarily shows also the order in 
which materials must be classed, so that when one is touched 
or rubbed by another following it in the list, the potential of 
the former may become positive relatively to that of the 
latter. Moreover, a greater difference of potential is pro- 
duced by friction between substances far apart on the list 
than between substances close together on the list. It is 
possible that the law which will in the next paragraph be 
enunciated for conductors may also hold good for insu- 
lators. 

§ 21. When two dissimilar conductors touch one another, 
a difference of potential is produced between the conductors 
charging them, as mentioned Chapter I. § 19. The dif- 
ference of potential is constant with constant materials, i.e. 
copper and zinc at a given temperature touching one another 
are invariably at potentials differing by a constant measurable 
amount. The same may be said of any two metals. Moreover, 
all metallic conductors may be ranged in a list, such that-any 
one of them in contact with any of the conductors later in the 
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list will have a potential positive relatively to that conductor. 
Moreover, calling these bodies a b c d, &c., the difference 
of potential between a and c is equal to the difference 
of potential between a and b added to the difference of 
potential between b and c, or generally if these bodies were 
all in contact one with another in the order a b c d . . . n, 
&c., and if we call abed. . . «, &c., the potentials of 
these bodies, « — « = (« — ^) 4- {^ — e) + {c — d) 
... + (;» — «). Thus if three 
bodies be in contact, as in Fig. 2 2, ^^°' ^^' 

the diflference of potentialbetween 
the ends a and b may be calcu- 
lated from the two end metals 

only ; in the example given, it does not matter what the 
diflference of potentials between gold and copper alone 
would be, for call that tf, and call the diflference between 
gold and zinc e, and that between copper and zinc b, then 
(tf — 3) -f (^ — ^) = « — ^, as if gold and zinc had been 
directly in contact. It may be stated quite generally that in 
any series of metallic conductors thus placed in contact, the 
diflference of potentials between the ends depends on the 
extreme conductors of the series. The following is a list of 
conductors, ranged in such an order that each becomes 
positive when touched by those which follow. Zinc, lead, 
tin, iron, antimony, bismuth, copper, silver, gold. The 
earlier metals on the list are called electropositive to those 
which follow. The exact relative diflferences of potential 
have as yet been experimentally ascertained only in a few 
cases. 

§ 22. It is believed that all compound solid bodies which 
are conductors behave in the same way as simple metallic 
conductors so far as the production of a diflference of poten- 
tial due to mere contact is concerned, and this is certainly 
the case in many instances. Liquid conductors also appear 
relatively to one another to form a series of the same kind. 
But compound liquids and solids do not admit of being 
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I relatively to one another In the simple order 
described as applicable to metals. 

This difference between the compound liquid and the 
simple metallic conductor, appears to be intimately con- 
nected with the fact, that electricity in passing through these 
compounds decomposes them, a phenomenon to be more 
especially described hereafter. The compounds which are 
thus decomposed are called electrolytes. The following 
series of phenomena occur when metals and electrolytes are 
placed in contact : — 




1. When a single meial is placed in contact with an elec- 
trolyte, a definite difference of potentials is produced between 
the liquid and the metal. If zinc be plunged in water, 
the zinc becomes negative, the water positive, as in Fig. 33. 
Copper plunged in water also becomes negative but much 
less so than zinc. 

2. If two metals be plunged in water (as copper and zinc, 
in Fig. 23), the copper, the zinc, and the water forming a 
galvanic cell, all remain at one potential and no charge of 
electricity is observed on any part of the system. (It may be 
proper to remark that this statement is in direct contradic- 
tion to the popular impression.) If the copper and zinc had 
been joined by a metal they would have assumed the same 
difference of potential as if in direct contact. If a piece 
of copper be now joined to the zinc (as In Fig. 23^) c will 
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become positive and c' negative, the difference of potentials 
being that due to the direct contact between c' and z only, 
the water having the eflfect of simply conducting the charge 
from z to c, and of maintaining c and z at one potential. 

3. If a series of galvanic cells be joined (as in Fig. 13), 
there will be a difference of potentials between the first 
copper and the last zinc equal to the sum of the differences 
produced by the two joints between zinc and copper; or, 
taking the difference of potential which a single junction can 
produce as one unit, the arrangement in Fig. 13 would give 
a difference of potential = 2 ; but if we join another piece 
of copper to the last zinc, this extra piece of copper will 
differ in potential from the copper at the other end by the 
amount 3. This is Volta*s theory of the galvanic battery. 
The difference of potential produced by these arrangements 
is so small that its direct observation presents considerable 
difficulty until a large number of galvanic cells be joined in 
series, when they will be found to be capable of producing 
a difference of potentials, which can be indicated by electro- 
scopes. It will be observed that the electrolyte is an 
essential element of the series, for we cannot accumulate 
differences of potential by simply joining metals in series, 
the difference which any series produces being simply the 
same as if the first and last metals were in contact. The 
electrol)rte behaves as if it tended to produce no diffe- 
rence of potentials when in contact with metals, and Volta 
believed that it did not. We know that it does; but its 
apparent passivity when two metals are plunged into it in- 
stead of one is proved by the following experiments. 

Place a metal disc b (Fig. 24) under a light suspended 
flat strip of metal or needle a, maintained at a high positive 
potential by connection with a highly charged Leyden 
jar D. When the disc is of uniform metal the needle a is 
not deflected to right or left by the presence of b. A charge 
accumulates on a and b when they are brought close, but 
the charges are symmetrically distributed relatively to a, so 
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that A is simply attracted to b and does not tend to turn 
round on the axis or suspending wire E. But if the disc b 
be made of two metals, such as zinc and copper, with their 
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junction placed under the needle A, this needle no longer 
remains in equilibrium, but deflects towards the side on 
which the copper is placed, showing that now the charge on 
D is not symmetrically distributed but that there is a greater 




induced charge on the copper than on the zinc This 
can only be due to the fact that there is a greater 
difference of potential between the needle and the copper 
than between the needle and the zinc ; in other words, there 
is a difference of potential due to contact between the zinc 
and copper, the zinc being positive relatively to the copper. 
1/ the potential of A be negative instead of positive lie 
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deflection will be in the opposite direction. The two half 
discs may be separated from one another by a narrow open- 
ing as in Fig. 25. The needle will not deflect if the two 
halves are of the same metal. It will deflect to a definite 
amount if the discs are of difl'erent metals but in metallic 
connection by a wire, and the deflection d will, when a is 
positive, be as before from the zinc to the copper, if these 
are the metals employed for b and Bi- In making this 
experiment care must be taken to ensure that the half discs 
are symmetrically placed on the two sides of a, otherwise 
deflections occur due to charges induced on the two sides 
of A even when b and Bj are at one potential. If when the 
potential of a is reversed being made alternately + and — to 
equal amounts, we obtain equal deflections in opposite direc- 
tions, we may be certain that this symmetry is attained. 
Let two such half discs of copper be carefully adjusted 
under a ; when these kre joined by metallic contact there 
should be no deflection however high the potential of a may 
be. Then connect the side b with the copper pole of a gal- 
vanic cell, and the side Bi with the zinc pole (Fig. 25) ; the 
needle a will deflect towards the side B| which is in connec- 
tion with the zinc pole, and the amount of the deflection will 
correspond to the same difference of potential as that 
already observed as due to the simple contact of zinc and 
copper. Remark that, whereas in Fig. 24 a was attracted to 
the copper half disc it is in Fig. 25 attracted to the half 
disc in connection with the zinc. We know from the first 
experiment that the junction m has made the zinc in the 
water positive and the copper above m with the half disc Bi 
negative. We find that the copper c and the half disc b are 
positive to just the same extent as z must be, and therefore 
conclude that the water has simply brought the copper «strip 
and disc b to the potential of the zinc. The experiment is 
a delicate one, and it can hardly be said to be proved that 
the difference of potentials between b and Bi is exactly 
equal to that produced by the simple metallic contact of 
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zinc and copper ; there may be a slight difference due to the 
liquid, and different liquids may possibly augment or decrease 
this small difference. Another experiment, hitherto un- 
published, still more strikingly proves the Voltaic theory. 
When the two half discs of copper and zinc (Fig. 24) are con- 
nected by a metallic wire, it is impossible to find any position 
of A such that a reversal of its potential does not cause a de- 
flection, and if A is in a symmetrical position relatively to those 
discs a reversal of the potential of a will always give equal 
deflections to right or left. When this symmetrical position 
has been foimd connect the zinc and copper by a drop of 
water instead of bv the metallic wire. The needle a will 
remain undeflected in its central position whether its poten- 
tial be high or low, positive or negative. The two half discs 
of different metals behave as if they were of one and the 
same metal in metallic connection. This experiment, which 
has been carefully made by Sir William Thomson, appears to 
be absolutely conclusive. The surface of the metals should 
be polished and clean, for the experiment will not succeed 
if they are tarnished. Oxides on the siuface of the metals 
introduce complex actions. 

The reason why the erroneous statement has so long 
remained unchallenged undoubtedly is because whenever 
the two poles of a galvanic cell are connected with electrodes 
or wires of one metal, as in at least nine hundred and 
ninety-nine cases out of a thousand they are, the difference 
between the two electrodes or wires really is what it has 
always been supposed to be. Thus the difference of poten- 
tial between the two copper wires attached to the zinc and 
copper of a Daniell's cell is that which has hitherto been 
generally attributed to the zinc and copper plates of the 
ceU.' 

§ 23. The property of producing a difference of potential 
may be said to be due to a peculiar force, to which force 
the name of electromotive' force is given. When we say 
that zinc and wbXqi produce a definite electromotive force. 
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we mean that by their contact a certain definite difference 
of potentials is produced. A series of the galvanic batteries 
or cells (Chapter I. § 16) produces a definite electromotive 
force between the terminal metals plunged in the solution 
which, if the law above stated held good, would depend on 
the metals only and not on the solution employed. This, as 
stated in the last section, is approximately at least found to 
be true. The electromotive force of a cell or the difference 
of potentials between the metal poles or electrodes^ as they 
are often called, is constant so long as constant metals and 
, a constant solution are used. The words electromotive force 
and difference of potential are used frequently one for the 
other, but they are not strictly speaking identical. It must 
be remembered that electromotive force is not a mechanical 
force tending to set a mass in motion, but a name given to 
the supposed force which causes or tends to cause a transfer 
of electricity. Wlierever difference of potential is found 
there must therefore be an electromotive force ; but we shall 
find (Chapter III. § 2 2) that there are cases in which electri- 
city is set in motion, from one point to another, between 
which that difference of condition does not exist which we 
have defined as difference of potential. Electromotive force 
is therefore the more general term of the two, and includes 
difference of potential as one of its forms. 

§ 24, The electromotive force exerted between two dis- 
similar metals is altered by every change in their temperatures, 
but the connection between the change of temperatures and 
the change of electromotive force has not been thoroughly 
investigated. Two parts of one and the same body at 
different temperatures are probably always at different 
potentials. This has been verified only in certain cases, as 
in the crystals of tourmaline. 

§ 25. Electromotive force may also be produced by 
electricity in motion, and by magnetism in ways which we 
cannot even describe, until the simpler phenomena of 
electricity in motion and of magnetism have been described; 

£ 
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but it may be said generally that all causes which have the 
power of altering the distribution of electricity can produce 
electromotive force or difference of potential. Every source 
of electricity must as such be able to produce a difference of 
potential ; since no charge of electricity whatever can be 
made sensible without some difference of potentials between 
the charged body and the earth or neighbouring con- 
ductors. Friction between insulators is found to produce 
a great electromotive force, producing a large charge on 
even a small conductor, whereas the galvanic cell or the 
contact of conductors produces a very small electromotive 
force, giving a small charge only if the conductor be small. 
On the other hand, when the conductor is large the gal- 
vanic cell will almost instantaneously charge the whole to the 
maximum potential it can produce, developing by chemical 
reaction an immense quantity of electricity; whereas the 
quantity developed by friction from the contact of insulators 
is so small that if it be allowed to diffuse itself over a large 
conductor the potential of the conductor will be very little 
raised. For instance, if we connect a brass ball of a few 
inches diameter with the conductor of a frictional machine, 
a few turns of the machine raise its potential so much that 
its mere approach to the knob of an electroscope will cause 
the gold leaves to diverge. If we touch the same ball with 
one electrode of a galvanic cell, the other being connected 
with earth, the brass ball will indeed receive a charge, but its 
quantity will be so small and its potential so low that instru- 
ments to detect it must be perhaps a thousand times more sen- 
sitive than any I have yet described. But if we connect the 
conductor of a very large condenser or teyden jar with the 
galvanic cell, we shall communicate to it such a charge that 
although its potential would be insensible on the electro- 
scopes hitherto described, its quantity is such that it would 
sensibly heat a wire in its escape to earth, and would produce 
many other effects which could not be obtained without 
the greatest difficulty from the same Leyden jar charged by 
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a fnctional machine. A frictional machine charges a small 
l^yden jar with a much greater charge than could be obtained 
in the same jar even from looo galvanic cells ranged in series 
as in § i6. 

§ 26. Diflference of potential or electromotive force must 
be measured in terms of some unit adapted to measure 
work. Every unit of work must be represented by the 
operation of a force overcoming a resistance so as to move it 
through a distance ; or, what is the same, it may be repre- 
sented by the resistance overcome and moved through a dis- 
tance. In other words, the unit of force exerted through the 
unit of space is the unit of work. The most common unit 
of work is the foot-pound, being the weight of a pound over- 
come so as to be lifted through the distance of a foot, but 
the so-called absolute unit of work is that which leads to 
greatest simplicity in electrical calculations. This unit is the 
absolute unit of force (Chapter I. § 17). overcoming a resist- 
ance through the unit distance, say one centimetre. The 
absolute unit of work (centimetre, gramme, second) is equal 
to the foot-pound divided by 13,825 ^, where ^ is the velocity 
acquired at the end of one second by a body falling in vacuo : 
taking this as 981 centimetres per second the absolute unit 
of work is equal to the foot-pound divided by 13,562,325. 
The unit diflference of potential or electromotive force in 
electrostatic measure exists between two points when the 
unit quantity of electricity in passing from one to the other 
will do the unit amount of work. 

The practical measurement of the diflference of potentials 
between two points can in certain cases be made by observing 
the work done by definite quantities of electricity in passing 
from one point to the other ; thus we may observe the total 
amount of heat generated in a we by a given quantity of 
electricity passing between two points kept at a constant 
difference of potentials. From the heat we may calculate 
the work, and from the heat and quantity we may calculate 
the difference of potentials. [Similarly, if we wished to 

£ 2 



52 Electricity and Magnetism, [Chap, III. 

ascertain the diflference of level between two points we might 
let a weight (a standard quantity of matter) fall from one to 
the other, measure the total heat generated by the concus- 
sion which brought the weight to rest, from the heat deduce 
the amount of work done, and from this work and the known 
quantity of matter, deduce the difference of level or of 
gravitation potential. Fortunately there are more direct 
methods available or engineers would have some difficulty in 
levelling.] 

Difference of electric potentials is more generally ascer- 
tained indirectly by a knowledge of the laws connecting 
potential with other electrical magnitudes. Thus we know that 
the quantity of electricity with which two opposing surfaces 
of conductors are charged is simply proportional to the 
difference of potential between them, assuming the distance 
and dielectric to remain constant. Electrometers afford us 
the means of comparing such quantities as these, and there- 
fore electrometers (as shown in § i6) afford us the means 
of comparing differences of potential. The measurement 
of currents and of resistances to be described in the follow- 
ing chapters give other means of comparing differences of 
potential. 



CHAPTER III. 

CURRENT. 

§ 1. Electricity has already been frequently spoken of as re- 
distributing itself over a given conductor, or moving from one 
conductor to another along a wire, and we may with propriety 
speak of the current of electricity by which the redistribution 
is effected. Bodies along which electricity moves acquire, 
so long as the motion lasts, very singular properties, and in 
order to avoid cumbrous phraseology the properties which 
are actually observed as belonging to the bodies through 
which a current of electricity flows, are spoken of as the 
attributes of the current of electricity \ls^\{. Some of the 
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properties of electric currents are most conveniently observed 
in long uniform conductors, such as wires, along which the 
flow takes place in one simple direction. Currents in wires 
will chiefly be spoken of in the first instance, although 
identical properties are possessed by currents moving in any 
manner through bodies of any form. The direction of a 
current is assumed as the direction from the place of high 
potential to the place of low potential; in other words, it is 
the direction in which positive electricity flows. Thus, 
to recur to our earliest definition of positive and negative 
electricity, if one conductor a be electrified by contact 
with a stick of glass which has been rubbed with a resinous 
material, and another conductor b be electrified by contact 
with the resin used to rub the glass, then upon joining a 
and B, a current of positive or vitreous electricity will flow 
from A to B until they are brought to the same potential. 
By using two large conductors a and b, or two Leyden jars 
of large capacity, and electrifying them with a frictional 
electrical machine of considerable size to a high potential, a 
considerable quantity of electricity may be accumulated on 
a and B, and a considerable current will flow from a to b, 
when they are joined. 

§ 2. A current of electricity thus produced will be transient, 
and even \vhile it lasts it will not remain con- 
stant, for during its continuance the difference 
of potentials producing it ^vill continually 
diminish ; indeed, if the above were the only 
manner of producing an electric current, we 
might still be ignorant of its peculiar proper- 
ties. When plates of zinc and copper not 
touching one another are plunged in water 
and the copper is then joined to the zinc by 
a wire outside the water, a current flows from the copper to 
the zinc along the wire, and from the zinc to the copper 
through the water. According to the theory of the cell 
explained in the last chapter, the zinc when it touched 
the copper became positive and the coppei Tve^^XxN^^ '^^ 



Fig. 26. 



./TS^: 




54 Electricity and Magnetism, [Chap. III. 

electricities being separated at the metallic junction, but 
there being no opposition to their recombining through the 
water, the current flows in the direction shown. The exis- 
tence of the current is shown by the fact that if a and b 
be joined by a long copper wire, this wire acquires the same 
properties as if it joined two large conductors charged with 
opposite kinds of electricity. These properties are described 
in § 6 and the rest of this chapter. 

§ 3. The transfer of electricity from a- to b involves the 
performance of work or its equivalent, and to perform work 
implies a source of power, or in other language an expenditure 
of energy. The mere contact of two dissimilar substances 
cannot be a source of power. It is found that while the 
current flows the water is decomposed, and oxide of zinc 
formed. This chemical reaction is a true source of power ; 
the oxygen leaves the hydrogen of the water to join with 
the zinc, for which it has a greater affinity. The zinc is 
consumed in the process, as coal is consumed when it bums 
while combining with the oxygen of the air. The source 
of power is accurately described by saying : the intrinsic 
energy of a given weight of zinc and water is greater than 
that of the hydrogen gas and oxide of zinc produced by the 
combination, the difference is equal to the work done by 
the current of electricity produced. The work done by the 
current is therefore proportional to the amount of zinc con- 
sumed. The electromotive force of the cell is constant, 
depending on the metals in contact; the performance of 
a given amount of work by the transfer of electricity from 
one point to another, between which there is a constant 
difference of potentials or electromotive force, requires the 
transfer of a definite amount of electricity, hence the quan- 
tity of electricity produced by the galvanic cell is propor- 
tional to the zinc consumed. The effect described as oc- 
curring in the simple form of the galvanic cell is produced 
whenever we join two solid conductors a and b plunged 
JD a compound liquid, one element of which tends to 
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combine more strongly with a than with b, or with b than 
with A. 

If we consider the liquid alone we find that positive elec- 
tricity is produced apparently at the surface of contact 
between the liquid and one conductor, and is taken away 
as fast as it is produced to neutralise the negative electricity 
produced apparently at the surface, where the other conductor 
touches the liquid. 

§ 4. A bitter war raged for a long time between the electri- 
cians who maintained that in this case the electricity was 
due to contact, and those who maintained that it was due 
to chemical action ; like many other disputes, it turns much 
upon the use of words. ^ Both contact between dissimilar 
substances and chemical action are necessary to produce 
the effect ; the laws regulating the potential and those re- 
gulating the current are intimately connected with the 
nature of the* substances in contact, and with the amount of 
chemical action, Pferhaps it is strictly accurate to say that 
difference of potential is produced by contact, and that 
the current which is maintained by it is produced by chemi- 
cal action. As we shall see hereafter, the difference of 
potentials can be accurately determined from a considera- 
tion of the chemical action, but then this chemical action 
depends probably on the very properties which cause a 
difference of potential to be produced by contact. In 
cases where no known chemical action occurs, as where 
copper and zinc touch one another, the difference of po- 
tential is produced, and since this involves a redistribution 
of electricity, a small but definite consumption of energy 
must then occur; the source of this power cannot yet be 
said to be known. . 

§ 5. The law described in Chapter II. § 21, by giving a con- 
tact potential series, or electromotive series, for metals, shows 

* The opponents of contact electricity denied and falsely explained 
things now known to be true, and the original supporters of the contact 
theory were ignorant of dynamics. 
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why we have no hope ever to obtain a permanent current by 
any arrangement of metals, each at one temperature. The 
electromotive force at the joint c (Fig. 27) is necessarily 

equal to that at joint D, and opposed 
to it, i.e. the e. m. f. (as electromotive 
force may for brevity be written) at c 
tends to send the electricity round in 
the direction opposed to the hands of 
a watch, while the e. m. f. at d tends 
to. send electricity round in the opposite 
direction, and the two forces being equal, electricity moves 
neither way. 

When instead of bringing the zinc and copper into contact 
at D they are plunged into water, the e. m. f. at the junction 
remains as before ; but owing apparently to the electrolysis 
or decomposition of the water, little • or no electromotive 
force is at first manifested at the surface where the water 
touches the metals, and the current can therefore flow as 
described in § 2. The arrangement of potentials in the cell, 
in the plates, and in the wire joining the plates, cannot be 
explained until after Chapter IV., and indeed has never been 
very fully or clearly established. What chiefly concerns us 
is that galvanic cells can be arranged so as to produce a 
permanent current conveying considerable quantities of 
electricity ; the strength of the current is simply proportional 
to the quantity conveyed in a given time. 

§ 6. The properties of electric currents are very impor- 
tant Two parallel wires in which electric currents flow in 
the same direction, attract one another It is simpler to 
state this fact by saying that parallel currents in the same 
direction attract one another. Parallel currents in opposite 
directions repel one another. 

When the wires conveying the currents are straight but not 
parallel, they attract one another if both currents flow to or 
from the apex of the acute angle which the wires make with 
one another. 
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The wires or currents repel one another \i one current 
approaches and the other recedes from the apex of the angle. 

§ 7. Consider a rectangle of wire e f g h (Fig. 28) held over 
a straight wire a b, each having currents circulating in them, 
as shown by the arrows, and let the rectangle be capable of 
turning on a vertical axis x Xj ; it is found by experiment that 
E G is attracted towards a j f h, on the contrary, towards b ; 
both therefore tend to turn the rectangle in the same direction 
round its axis ; th^t portion of h g which is behind a b 
is attracted towards b, and repelled from a by § 6. On 
the contrary, the portion of h g which is in front of a b 
is repelled from b and attracted towards a ; all these forces 
act therefore in one direction, and tend to place e f g h in 
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a plane parallel to a b. The forces in e f are acting in the 
opposite direction, but e f being farther from a b than the 
other portions of the current, the forces due to it are weaker 
and are overpowered. These attractions and repulsions are 
easily verified with a rectangle of copper wire made as in 
Fig. 29, and supported by two pivots a and b resting in two 
mercury cups, which are connected by thick wires with a 
Grovels cell. 

§ 8. If we conceive one rectangle a b c d (Fig. 30) inside 
another e f g h, all the actions described in the last will be 
strengthened, and the two rectangles will tend to place 
themselves in paralleUplanes, and moreover in such a posi- 
tion that the current is going in the same direction in both 
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rectangles. The truth of Ais proposition is evidently not 
limited to rectangular systems, and generally any two 

closed wire circuits in which currents are 
'*^^ flowing tend to arrange themselves in 

i this manner. WTien the two are in the 

same plane they may be so arranged, as 
for instance where they are concentric 
circles, that the one does not attract the 
other at all but merely directs it, as de- 
scribed above. If the one circuit were not 
in the same plane as the other they would 
attract one another even after they had placed themselves 
in parallel planes, and if forced to remain in such a position 
that the currents were flowing in opposite directions in the 
two circuits, they would repel one another. If the two 
circuits were in one plane, but not concentric, there might 
be a resultant force tending to cause relative movement in 
that plane, due to the greater proximity of the wires at 
certain parts. All these attractions and repulsions are 
wholly distinct from the attractions and repulsions between 
charges of electricity at rest They were discovered by 
Ampere. 

§ 9. All the actions of ciurents one upon another may 
obviously be multiplied by using, instead of a single wire, a 
coil of wires, through each winding or turn of which the same 
current is flowing. Thus, a circuit composed of twenty turns 
of wire on a reel would be acted upon with twenty times the 
force that a single turn would experience with the same current 
flowing through it ; and again, if the second circuit be also 
composed of twenty wires, each with a current equal to the 
original one, the forces in action will be again multiplied 
twentyfold. So that a circular coil a (Fig. 31) of twenty turns 
of wire hung up by a fibre inside a fixed coil b of twenty 
turns of wire, will experience a directing force 400 times 
greater for any given current circulating in both than would 
be experienced by a coil with a single turn hung inside a 
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coil with only one turn. This fact allows the construction 

of instruments called dectro-dynatnometers^ adapted to show 

the presence of electric currents. A coil a of 

perhaps several thousand turns may be hung '°' ^** 

up inside a coil b, also consisting of a large 

number of turns, each turn being insulated 

from its neighbours by silk, a and b are, 

when no current is passing, maintained in 

planes at right angles to one another by a 

small directing force, such as the torsion of 

a wire. When a current is passed through both, the inner 

coil is turned in such a direction as to place it more parallel 

to B than before, and with the currents running in the same 

direction. The instrument may be modified, so that a 

known Current is passing through a, and the one to be 

examined passed through b only. The direction of the 

unknown current is indicated by the direction in which a 

turns, and its magnitude or strength by the angle through 

which it is turned. 

§ 10. Other arrangements of a similar kind will suggest, 
themselves to the reader. If the centre coil a, instead of 
resembling a ring, were a coil of small diameter as in Fig. 32, 
forming a cylinder of considerable length, 
so arranged that the current flowed in the ^^°' 3'* 

same direction round all parts of the cylin- ^ J I ^ 

der, the deflection of the internal cylinder (gPCCCO CWCOO) 
would be more immediately visible, and 
the ends a and b might be considered as two poles, having 
a tendency to place themselves at right angles to the plane 
of the directing coil. When such a cylinder as this is placed 
wholly inside another, having similar coils parallel to it, 
it will be in stable or unstable equilibrium, as the currents 
flow in the same or in opposite directions. 

If the pole a were introduced inside the coil B a, as 
shown in Fig. 33, the coil a would be sucked in by the action 
of one current on the other. If, on the other hand, the 
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currents flowed in such a direction that the pole h were placed 
inside or near the similar pole b, as in Fig. 34, the inner coil 
would be expelled or repelled from b. These actions are 
apparent whatever be the diameter of the coils. Conceive 
next that two flat spiral coils (Fig. 35) are placed face to 
face : if the currents flow in the same direction, they will 
attract one another; if in opposite directioris, they will repel 
one another. 

Any of these arrangements may be made use of to show 




the presence, direction, and magnitude of a current in a 
wire. By using a large number of turns of fine copper wire 
insulated with silk, and suspended so as to turn with very 
small frictionai or torsional resistance, it is easy to construct 
apparatus showing all the phenomena described in § 9 and 
5 10. The long cylindrical coil described in this section is 
sometimes called a solenoid. 

§ 11. Magnets are found to be influenced by electric 
currents almost exacriy as solenoids are. In the presence 
of a current, they are directed so that if free to move, 
they stand across the current. This fact was first observed 
b^- Oersted, The end of the magnet which points to the 
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south, when freely suspended, is similar to that pole of the 
solenoid in which the current is moving in the direction 
of the hands of a watch, holding the watch with its back 
to the coil ; or, in other words, if the solenoid be like a 
right-handed corkscrew and the current enters at the ^loint, 
the point will behave "like the end of a magnet which points 
south. The solenoid and magnet have many properties in 
common. The solenoid may be directed by a single rec- 
tilinear current, and so may the magnet; but just as -the 
directive action on the solenoid is increased by wrapping 
the directing coil all round it, by bringing the coils into 
dose proximity, and by increasing the magnitude of the 
current flowing through the directing coil, so the directing 
force or couple acting on a magnet is greatly increased 
by sending the current in the directing coil round it many 
times, by bringing that coil very close to the magnet, and by 
using a powerful current This property of the magnet 
allows us to construct instruments called galvanoscopes 
and galvanometers for the detection and measurement of 
currents vrithout using a double coil of insulated wire. In 
galvanoscopes a magnet hangs inside a directing coil, each 
turn of which is placed north and south. The magnet hangs 
with its poles north and south 
so long as no current passes 
through the coil, but when a 
current passes, it is deflected 
more or less towards one side 
or the other, until the couple 
due to the directing action of 
the current is balanced by the 
couple due to the directing 
action of the earth. When 
the current in the directing 
coil (Fig, 36) flows from south 
to north in the top of the coil, 
the end of the magnet wJiich pointed south, and which will 
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Fig. 37. 



hereafter be called the south pole of the magnet, turns 
towards the east. 

The direction in which a magnet tends to turn across a 
current may also be described as follows. Imagine a man 
lying*bn the wire which conveys the current, in such a direc- 
tion that the current was from his feet towards his head, his 
face being turned towards the magnet ; then, under the in- 
fluence of the current, the pole of the magnet which, when 
free, turns to the south, will turn towards the right hand of 
the man. Or let a current be flowing through a copper cork- 
screw, and let the magnet take up its natural position inside 
the coils of wire ; then if the corkscrew be turned the way of 
the current it will screw from south to north, through the 
compass needle considered as a cork. 

The following is a third description of the direction in 
which a current deflects a magnet. Imagine a watch strung on 

the wire conveying a 
current so that this 
current goes in at the 
back of the watch 
and comes out at the 
face through the cen- 
tral pivots ; then the 
south pole of the magnet is impelled by the current in the 
direction of the hands of the watch (Fig. 37). 

§ 12. The galvanoscope and galvanometer are instruments 
of such importance that they will be described at length in 
Chapter X. ; but since we shall have occasion in future con- 
tinually to speak of electric currents and their properties, it 
is desirable to state how a galvanometer may be easily con- 
structed capable of indicating the presence of a current and 
of comparing the relative strengths of various currents. Wind 
copper wire insulated with silk on a hollow brass cylindrical 
bobbin a (Fig. 38) with deep flanges bBj, which may have feet 
at c by which the bobbin is supported on wood or vulcanite. 
Inside a fit a small brass plug d, having at one end a hollow 





chamber, closed by the lens e, with a focal distance of 
about i2<3 centimetres. In the little chamber suspend a 
minor and magnet by a fig. it. 

single silk fibre, such as 
may be drawn out of a 
cheap silk ribbon. This 
fibre must be so thin as to 
be nearly invisible. The 
mirror should be formed of 
microscope glass as truly 
plane and as thin as possi- 
ble. The rai^et may -be 
attached to the back by a 
little shellac dissolved In 
spirits of wine. Care must 
be taken that the mirror 
is not drawn out of shape 
by the magnet. The silk 
fibre must also be attached with shellac varnish. It may 
then be threaded through a hole in the chamber by 
means of a needle of sealing wax or shellac, and secured 
with a little mastic or other varnish. The plug d can then be 
introduced or withdrawn from a at pleasure. 

If currents are to be observed which are passing through 
circuits of great length or containing bad conductors the wire 
should be thin, say No. 40, and many thousand turns may 
be employed : the diameter of the chamber inside the plug d 
maybe I's centimfetre, the length from b to b, 3's centi- 
metres, and the outside diameter of the flanges bb, 6 or 7 
centimetres. This size will contain many thousand turns 
of fine wire. 

If currents are to be observed which are passing in 
short lengths of wire or other good conductors the space 
inside the flanges bb, may be filled with two or three dozen 
turns of stout copper wire, say No. 16 or No. zo. The two 
ends of this coil tT| may conveniently be connected to two 
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brass pieces (Fig. 39) well insulated by vulcanite and having 
screws by which other wires can be joined to the same ter- 
minals as they are called. The instrument is completed by a 
paraffin lamp l, placed behind a screen having a slit m in 
it about 60 centimetres in front of the coil and horizontal ' 
white scale n about 45 centimetres long. 

When placed as in Fig. 39 the light from the lamp passes 
through the slit in the screen, through the lens e on to the 
mirror f, by which it is reflected back on to the scale. 
An image of the flame is seen on the scale. When the 
light falls perpendicularly on the mirror this image appears 
on the scale immediately above the slit in the screen. If 
by the passage of a current through the coil the magnet is 
deflected to the right or left, the image moves to the right 
or left along the scale, the angle formed by the reflected 
ravs being twice the angle through which the magnet and 
mirror are deflected. A very small angle produces a great 
displacement of the image. With the dimensions named 
the horizontal displacement of the image is nearly propor- 
tional to the strength of the current. If the scale ' be bent 
so as to form part of a cylindrical surface having the axis of 
suspension of the mirror as its central axis, the reflected 
spot of light is more clearly seen through the whole range. 
This instrument is Sir William Thomson's mirror galvano- 
meter. With its assistance the presence, increase, or 
decrease of a current can be observed. It is convenient 
to place a bar magnet s in the magnetic meridian imme- 
diately above the coil ; by raising or lowering this magnet, 
the directive force of the earth may be increased or weak- 
ened. If the south pole of s is placed to the south the 
magnet may by trial be put at such a distance from the 
suspended mirror and magnet as almost exactly to counter- 
balance the eff'ect of the earth's magnetism. The instru- 
ment will then be very sensitive, but the spot of light will never 
remain quite stationary. A second magnet T, placed per- 
pendicular to the magnetic meridian, may be used to adjust 

F 
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the zero of the instmment, i.e. to bring back the spot of 
light to a fiducial mark at the centre of the scale when no 
current is passing. The direction of the magnetic meridian 
is that in which a free magnet naturally points. 

§ 13. A current not only acts on a piece of steel or 

iron which is already a magnet, hut it converts any piece 

of non-magnetised steel ^or .iron in its neighbourhood into 

Pjq >a magnet having its poles so 

*:fiituated Ihat they lie in the 
•^ line along which a free magnet 
would place itself under the 
.action of the current. This 
magnetising action is more 
powerful as the iron is placed nearer the current, as the 
current is more powerful, and as a greater length of the 
current acts in the same sense on the iron. Thus, a piece 
of iron placed inside a helix or bobbin (Fig. 40) of many 
coils is strongly magnetised by the current and has its north 
and south poles placed as shown in Fig. 40. 

The magnetisation produced by the current is only tem- 
porary if the iron be soft or annealed, but a portion of the 
magnetisation produced in hard iron is retained long after 
the current has ceased to flow, and in a hard steel bar some 
portion of it is permanently retained. Work is done, and 
energy expended, in producing this magnetisation. 

§ 14. The current in the wire implies a transfer of elec- 
tricity under the action of electromotive force ; and by the 
very definition of electromotive force work in some form 
must be done during the transfer. 

When a current flows through a simple wire and does 
not magnetise iron or set any mass in motion, the energy 
expended in producing the current is wholly employed 
in heating the conducting wire, the heat developed in any 
part of the wire being precisely equivalent to the work 
which would be done in bringing the same quantity of 
electricity from the one end of the wire to the other on a 
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little conductor against the statical repulsion described in § i, 
Chapter II. If any portion of the energy is employed in other 
ways, as described above, so much less heat is developed in 
the wire. The rise of temperature in the wire depends on the 
specific heat of the metal of which it is composed. 

§ 15. When the current traverses a compound liquid 
conductor instead of a solid simple metal wire, the liquid is 
in many cases decomposed, one element or group of ele- 
ments moves to the spot at which the current enters the 
fluid, and the other to the spot at which the current leaves 
the fluid. Faraday called the metal surface at which the 
positive current entered the fluid the anode^ and the 
other surface the kathode. The compound decomposed 
by the electricity is called an electrolyte, the process of 
decomposition electrolysis and the products of electrolysis 
ions. Thus when two glass tubes (Fig. 41) c and p, filled 
with water, are inverted over a vessel of water, and the two 
platinum wires a b introduced into the vessel, then upon 
connecting a and b with a suffici- fig. 41. 

ently powerful galvanic battery so 
that a current may pass from a to b, 
the water is electrolysed ; oxygen is 
found in c and hydrogen in d, in 
the proportions forming water. 

Energy is expended in decom- 
posing any compound, just as 
energy is evolved in the combina- 
tion of elements which have a 
chemical affinity one for another. 
The energy expended in the de- 
composition of an electrolyte is not 
available to produce motion or heat 
in the circuit. 

§ 16. Currents traverse even very 
bad conductors, but the current is 
small, i.e. comparatively little electricity passes in a given 

F2 
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time with a given e. m. f. Bad conductors are generally- 
compound bodies. The resins, may be taken as examples. 
Feeble currents also traverse electrolytes without producing 
any sensible amount of electrolysis. It is certain that work 
of some kind is done by the current as it passes through 
these bodies ; but it is not yet known by what action the 
work is represented, that is to say, it is not known whether 
the bad conductor is heated, or decomposed, or whether 
some other form of work represents the energy expended. 

§ 17. If a current be allowed to set a magnet in motion, 
for instance, to expel one pole of a magnet previously intro- 
duced into a helix, the current experiences a real resistance, 
and its flow is checked by the effort. The mere presence 
of the magnet if it is at rest does not check the current ; a 
certain statical force exists between the current and the 
magnet, but so long as no motion occurs in consequence of 
this force or against this force no work is done, and the 
current flows as if the magnet were not there. A rough 
analogy to this might be found in the following arrangement. 
Let water be flowing through a pipe at one side of which 

there is a piston a (Fig. 42) held 
^°" '*'' in position by a spring at b. The 

water as it flows through the pipe 
will press on the piston a, and by- 
means of a piston-rod may exert a« 
force at b. When this force just 
balances the force of the spring, the 
water in flowing past the piston does no work by means of it 
or on it, and the current proceeds as if no piston were there ; 
but if the spring be then weakened or let go so as to' be forced 
back by the piston, the lateral pressure of the water in 
forcing back the piston overcomes a resistance through 
a certain space and does work as the current of electricity 
does in moving the magnet. Moreover, the flow of water 
will be checked or diminished while the work of pushing 
back tiie spring is being done. When the spring has been 
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pushed back so far that its elastic force balances the pressure 
in the pipe, the current in the main pipe will flow on as 
before, unaffected by the . presence of the spring b. In 
like manner the electric current which was checked in its 
flow while deflecting the magnet flows on as before after the 
magnet has come to rest The analogy is imperfect, inasmuch 
as the diminution of the water current is accompanied by a 
change of capacity for the water, whereas the diminution of 
the electric current is unaccompanied by any increase of 
capacity. The water is only diverted, whereas the elec- 
tricity is really retarded. This diminution of the current 
while it is doing work occurs not only when the work con- 
sists in moving a magnet, but also when the work consists 
in moving a wire or wires conveying currents, as in the 
electro -dynamometer, or in magnetising soft iron. 

§ 18. If the piston a in Fig. 42 be forced back towards 
the pipe containing water, it will produce a current, the 
efiect being reciprocal to that which was produced when the 
current was diminished by forcing forward the piston ; work 
is done by the piston as it is forced forward, and this work 
is expended in producing an extra current of water. 

Similarly, if the magnet which has been deflected be 
forcibly moved back, energy is required to force it back 
against the resistance due to the electrical repulsion of the 
current, and this energy performs work represented by an 
increase in the current exactly corresponding to the diminu- 
tion experienced when the current was expending energy 
in forcing back the magnet. The current is said to be 
induced in the wire by the motion of the magnet relatively 
to the wire. The case is one of energy stored and restored. 
When the current forced back the magnet the energy of the 
current was expended in such a manner as to be stored up 
in the system. When the magnet returns to its original 
position the energy is restored to the current. The exam- 
ple already given of water in a pipe forcing back water 
against a spring afibrds one instance of energy stored and 
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restored; another is afforded by the common pendulum. 
The energy of the pendulum exists alternately in a latent 
or potential form due to the attraction of gravitation, 
and as actual energy due to motion. As the bob rises 
the actual energy is gradually transformed into potential 
energy, being thus stored up. As the bob falls the 
potential energy is reconverted into actual energy, being 
thus restored. Just so, if a current deflects a magnet and 
causes it to swing backwards and forwards, the energy 
alternately exists in the form of electric repulsion and 
actual energy of motion; but there is this difference between 
electric and gravitation examples : the force of gravitation 
is neither increased nor diminished by the motion of the 
pendulum, whereas when the magnet swings in obedience 
to the impulse given by the current, the current diminishes, 
and when the magnet swings back against the impulse of 
the current, the current is increased. 

§ 19. Motion of the piston in Fig. 42 would produce a 
current in the pipe, whether one existed before or not ; 
if the piston were drawn back from the pipe it would suck 
water in at the mouth, if moved forward it would drive 
water out ; quite similarly, the motion of a magnet in the 
neighbourhood of a conductor, the motion of a wire contain- 
ing an electric current, or the increase or decrease of 
magnetism in a magnet near a conductor, will each of them 
cause currents to flow in that conductor ; the direction of 
the current in the conductor or wire will he such that it resists 
the motion of the magnet or of the current, or the change in the 
current, or the change of magnetisation. 

The following are examples of the application of this 
general principle, first enunciated by Lenz, Let there be 
a metallic ring a b (Fig. 43), a second ring c d, in which a 
current flows in the direction of the arrows, and a magnet 
N s ; then, while the relative position of c d, a b, and n s 
do not vary, and while the current in c d and the mag- 
nstism in N s remain constant, neither increasing nor 
diminishing, no current whatever wifl. ftow m \!tv^ ivxv?, k ^ 
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but any change in any one of these conditions will produce 
a current in a b; thus : 

1. If the ring c d moves 
nearer a b a current will be 
induced in a b in the direc- 
tion of the inside arrows, and 
during this action the current 
in c D will be diminished. 

2. If the ring c d be re- \\ 
moved farther from a b a V 
current will be induced in a b 
in the direction of the outside 
arrows, and during the induction the current in c D will be 
diminished. 

3. If the pole N of the magnet n s be pushed into the 
ring or nearer to it, a current will be induced in a b in the 
direction of the inside arrow, and the motion is resisted. 

4. If the pole N of the magnet be withdrawn to the right 
hand, out of or away from the ring, a current will be induced 
in A B in the dkection) of the outside arrows, and the motion 
is resisted. 

5. If the magnetism of the magnet be increased, a current 
will be induced in a b in the direction of the inside arrows, 
and the increase of magnetism is thereby resisted. 

6. If the magnetism of the magnet be diminished, a 
current will be induced in a b in the direction of the outside 
arrows, and the diminution of magnetism is thereby resisted- 

If instead of simple rings we have long thick coils of many 
turns, the effects will be much more sensible. The effects 
of induction between straight wires and magnets can with 
ease be deduced from the general principle enunciated 
above. Induction is the name given to this phenomenon, 
which, however, has nothing in common with the induction 
described in Chapter I. .To distinguish between these phe- 
nomena, that described in Chapter I. must be designated 
electrostatic induction, and the induction of currents, electro- 
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magnetic induction. Electrostatic induction is called ' in- 
fluence ' in French and German. 

Owing to electro-magnetic inductioh taagnets and wires 
conveying electric currents are not as free to move as other 
bodies. They may when at rest be in perfect equilibrium, and 
apparently free to move in all dh-ections, but when we move 
them they induce currents in neighbouring conductors, and 
these currents are in such a direction as to produce a force 
opposing the motion of the first magnet or current. It is, 
indeed, impossible to conceive that by moving they should 
produce a force helping their own proper motion as in 
that case perpetual motion, or rather a perpetually increasing 
source of energy, would be the result. 

§ 20. A current which commences in a given circuit may 
be likened, so far as its effects on a neighbouring conductor 
are concerned, to a permanent current brought suddenly 
from an infinite distance to the spot where it stands. We 
know that by bringing a current c d (Fig. 43) from a distance 
to a position alongside a wire forming. part of a distinct 
circuit A B, we should cause the induction of a current in 
A B opposite in direction to that flowing in the parallel 
wire c D. The beginning of a current in c d has exactly the 
same effect and induces a current in the 4Dpposite direction 
in A B j again, an increase of current in c d acts in the same 
manner as bringing c d nearer to a b. It induces a current 
in the opposite direction to that in c d. These induced 
currents cease as soon as the inducing current c d ceases to 
increase, just as the induced current in a b would cease as 
soon as c d, while conveying a permanent current, ceased 
to approach a b. 

The diminution of a current in c d produces the same 
effect as removing cd from the neighbourhood of a b, i.e. it 
induces a current in a b in the same direction as that in c d. 
The total cessation of the current c d acts like the infinitely 
distant removal of c d with its current, and of course induces 
a current in A B in the same direction as that which flowed 
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through c D. We may therefore add to the examples given 
in § 19 two more. 

7. If the current in-C d ceases or is diminished, a current 
will be induced in a b in the direction of the outside arrows, 
and the diminution of the current in c d is thereby delayed. 

8. If the current in c d commences or is increased, a 
current will be induced in a b, in the direction of the inside 
arrows, and the increase of the current in c d is thereby 
delayed. 

§ 21. Induction is the unfailing accompaniment of the be- 
ginning or increase and termination or decrease of a current, 
for there are always conductors somewhere near in which the 
induced currents flow. The induced currents diminish for 
the time being the strength of the inducing current, and 
thus we see that neighbouring bodies change the rate at which 
a beginning or ceasing current comes to its permanent con- 
dition. If the wliole or a large part of a circuit of small 
resistance is very near the inducing current, and so disposed 
that the induction tends to occur throughout in one direction, 
the induced current will be considerable, and its reaction on 
the inducing current will also be great, shortening the time 
it requires to reach the permanent condition. If the circuit 
in which the induced current flows is, on the contrary, far 
removed from the inducing current, or only exposed to in- 
duction for a small part of its length, or so placed that the 
current tends to flow in opposite directions at different parts 
of the circuit, or has a great resistance, then the induced 
current will be small and its reaction on the inducing 
current will also be small. The inducing current produces 
an electromotive force in the circuit conveying the induced 
current, and we may say that the induced current is due 
to the induced electromotive force. If the inducing current 
A be near a number of conductors b c d, the induced current 
in B tends to weaken that in c and d, inasmuch as a current 
beginning in b would induce currents in c and d in the 
direction of the original current a. Thus the induced 
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current in b is less than it would have been if c and d had 
not been there, and the inducing current in a is less 
' checked than it would have been if c and d had not been 
there. 
An increasing or diminishing current not only induces an 

Fig. 44. 
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E. M. F in neighbouring conductors but also exercises an in- 
ductive action on the current in which it flows. Thus let 

us consider a circuit coiled back as in 
the annexed figure. An increasing current 
between a and b, flowing as shown by the 
arrow, tends to induce a current between 
c and D in the opposite direction. The 
E. M. F thus induced between c and d op- 
poses the original current, and delays its 
increase. If the current between a and b 
is diminishing, it tends to induce a curren 
between c and d in the same direction as it is flowing, and 
the result is to delay the decrease. Thus the action in both 
cases is to delay change. Even when the wire is straight a 
similar but much weaker effect occurs. A current flowing 

Fig. 46. 
A B C D 




(Fig. 46) from a to b repels one flowing from c to d ; if then a 
current increases in A B, it induces a current in front of itself 
in the direction in which it is flowing, and is checked in so 
doing. The effect is to diminish the abruptness of the 
increase. 

§ 22. The conductor in which the current is induced 



Chap. III.] Current. 75 

need not form what is called a closed circuit, i.e. such 
a conductor as is formed by a ring of wire round which 
the current can continue to flow permanently if a per- 
manent E. M. F. be kept up round it, as distinguished from a 
broken circuit, such as would be formed by a ring of wire 
incomplete at one or more points, where the presence of air 
or other non-conductors would stop any permanent current; 
but although the induced current will be very different in 
the two cases of a closed and open circuit it will be pro- 
duced in both. In the closed circuit we may have a current 
induced without difference of potentials between the parts. 
We cannot have difference pf potential between two parts 
of a conductor without a current ensuing, but we may have 
a current due to e. m. f. without any difference of poten- 
tial. The analogy of water in a pipe will make this clear. 
If there be difference of level between two reservoirs in 
connection with one another, as in Fig. 47, the water will 
flow from the higher level to the 
lower. But even if the two reser- ^'°* ^^' 

voirs be at the same level, when 
a rope is rapidly drawn through 
the pipe from a to b, water will 
by friction be dragged along the pipe, and water will flowfrom 
A to B, causing b to rise in level or gravitation potential. 
Here the current cannot be said to be due to a difference of 
potential, and the difierence of potential' which finally results 
from the action is opposed to that which would have pro- 
duced tlie current 

Again, if the water be enclosed in a circular pipe (Fig. 48), 
and an internal wire aaaht caused to rotate inside this pipe 
about the axis of the ring, it will set all the water in the 
pipe in motion, without causing any difference of pressure 
between two parts of the pipe; in this case there is no 
difference of gravitation or pressure potential causing the 
motion, nor is any difference of potential necessarily caused 
by the motion. The two cases of a closed and broken 
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circuit are analogous to this. In the closed circuit the 
current may continue indefinitely so long as the motion of 

the inducing magnet continues, but no 
difference of potential need be produced 
between any parts of the circuit. In 
the broken circuit, on the contrary, the 
current is not produced by a difference 
of potential between different parts, but 
the E. M. F. drives positive electricity to 
one end of the wire, and negative electri- 
city to the other, producing a difference of 
potentials which will send back a reverse current so soon as 
the inducing action of the magnet is over; the first current 
may be exceedingly small, even in cases where if the circuit 
were closed the current would be great, for a small quantity 
will in bodies of small capacity be quite enough to produce 
a difference of potential balancing the inductive action of 
the magnet Just as in Fig. 47, if the reservoirs a and b 
are small, a very little water dragged from a to B by friction 
will establish such a difference of potentials as will stop all 
further current though the friction might be sufficient to 
cause a great current in the closed circuit (Fig. 48). As 
soon as the difference of potentials between a and b in the 
broken circuit is sufficient to cause a reverse current equal 
to that which the magnet moving as it does can induce, no 
further current will be induced in the broken circuit, pre- 
cisely as under similar circumstances the friction of the rod 
would cease to produce a current of water ; but no motion 
of the magnet or other inducing system can be so small as 
to fail to produce a continued current in the closed circuit, 
for no difference of potentials is necessarily created tending 
to reverse the action. 

§ 23. A complex case arises when the closed circuit is 
long and of sensible capacity while the inducing action takes 
place on one part only. This case is analogous to a long 
elastic pipe (as in Fig. 49), inside which a short rod is 
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moving, producing a current by friction; here there may- 
be accumulation of water in front of the rod and a deficiency 
behind. There may be, there- fjc ^^ 

fore, an increase of pressure in 
front of the rod and a defect 
behind, tending to reverse the 
current produced by the fric- 
tion of the rod. Just so with 
the electric current, there may be at parts of the long circuit 
differences of potential produced tending to reverse the 
direction of the induced current ; the potential being raised 
at the parts into which the positive current is flowing, and 
depressed at those parts from which it is floAving. This 
implies unequal currents in different parts of the circuit. 
Examples of this kind of action occur in submarine cables. 

§ 24-. The strength of a constant current in any circuit is 
equal in all parts of the circuit. In this case, although one 
part of the circuit may be a thick wire and another part a 
thin one, a third part an electrolyte, &c., the quantity of 
electricity conveyed past each section is the same in the 
same time, i.e. the strength of the current is the same at 
each part Equal lengths of current, whether conveyed 
in a thick or thin wire, will produce precisely the same 
effect in directing magnets and in producing magnetism, &c. 
This equal current in all parts of the circuit is independent 
of the capacity of each part, as it is independent of the dif- 
ference of materials. There are not two kinds or qualities of 
current; a current has but the one quality of magnitude, 
meaning that it conveys a certain definite quantity of electri- 
city past a given point in a given time. When the epithets 
great, strong, intense, are applied to currents they all mean 
the same thing, and mean that a large quantity of electricity 
is conveyed by them. The uniform current of electricity is 
analogous to the uniform current of water. If water be 
flowing fi*om one reservoir to another through a succession 
pf pipes of different diameters all full, the water will flow in 
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a uniform current as defined above through all of them ; that 
is to say, the same quantity of water per second passes 
through every pipe; the velocit}'- of the water is different 
wherever the diameters of the pipes differ; but the current 
is constant in the sense that it is a current of so many 
gallons per second. When a good form of voltaic battery is 
used to produce the difference of potentials, and the current 
is allowed to flow through a metallic conductor, kept at rest 
at the same temperature and away from the neighbourhood 
of moving magnets or other moving currents, we obtain this 
simple uniform current in all parts of the circuit. 

§ 25. It will be obvious that this simplicity must be 
widely departed from, when even this uniform current is first 
started and when it ends, and that simplicity is still farther 
removed from the case in which currents are induced by 
moving magnets, &c. ; these currents must vary at every 
moment in any one place, and differ at all parts of the circuit. 
To take the simplest case first : when the poles of the galvanic 
cell z c are first joined at n and m to the wires a b c d 
electricity will rush from the cell into the wires ; this elec- 
pj^ tricity has to charge each portion of 

the wires statically : the current begins 
close to the cell some time before 
it reaches the remoter portions of 
the wire; it flows at different rates 
through different sections of the wire, 
according to their size, capacity, and 
material ; it induces currents in all conductors in the neigh- 
bourhood, and is checked while doing so, and not until all 
this is over shall we have that permanent condition in which 
a constant current flows through all parts of the circuit. 
The series of phenomena just described occurs whenever 
an electric signal is sent along a wire. The earth generally 
forms one part of the circuit used for this purpose, and the 
circuit is completed or closed by making contact at one 
place only, as at m, the wire at n being already joined to z ; 
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the phenomena are not made at all simpler by these changes. 
The speed of electricity is often spoken of, but what has 
now been said shows that these words without qualification 
can have no meaning ; electricity starting from m does not 
reach a, b or c like a bullet, but in a gradually increasing 
wave, and the manner and rate of its arrival depend evi- 
dently on many circumstances, such as the size and material 
of the wire, its distance from 
surrounding conductors, &c. '°" ^^' 

If the cell be connected with ^ 
two long wires insulated at 
the further ends (as in Fig. 
51), or if one pole be connected with the earth and the 
other with a large insulated conductor or long wire, we 
shall have a series of precisely similar phenomena, except 
that the final condition of equilibrium will be that in which 
all parts of the conductors being duly charged to the 
potentials which the cell produces, no further current will 
flow at all. 

The laws according to which the varying induced currents 
flow in different parts of the circuit are subject to the still 
further complication, that the inducing system does not 
produce any constant difference of potential such as is pro- 
duced by the cell, and that even the current which it induces 
in any one part of the circuit varies as the magnet or 
inducing system varies in its position relatively to the 
circuit. 

§ 26. When two dissimilar metals (P'ig. 27) are joined so 
as to form a conducting circuit, and the junction c is at 'a 
different temperature from the junction d, an electric current 
is found to flow through the circuit, a difference of poten- 
tial or E. M. F. occurring at both junctions. In both cases, 
taking iron and copper below 300° C. as an example, we 
should have the tendency to send the current from the iron 
to the copper across the junction, but that tendency is 
greatest at the cold junction, and therefore the current flows 
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from the iron to the copper across the cold junction. The 
source of energy here is heat, which is absorbed at the hot 
junction, and given out at the cold junction ; but less heat 
is given out at the cold than is absorbed at the hot junction 
by an amount equivalent to the work done by the electric 
current This current is often called a thermo-electric cur- 
rent, but it differs in no quality from other currents. The 
E. M. F. produced is small. 

§ 27. In conclusion, we have found that currents are 
produced by the friction of non-conductors, by chemical 
reactions, by heat ; by the approach, commencement, or 
increase of a current in any neighbouring conductor ; by the 
removal, cessation, or diminution of any neighbouring cur- 
rent; by the motion of a neighbouring magnet relatively 
to a conductor, and by the increase or decrease in the 
magnetism of this magnet. 

Lastly, any change in the distribution of the statical 
charge of electricity on the surface of bodies produces 
currents until the redistribution is completed and equili- 
brium is restored. We find no difference of kind between 
all these currents ; they all have the same properties, but 
combined in very varying degrees. In studying the laws 
which connect currents with other electrical magnitudes, 
we find that we must distinguish the case of the constant 
current which is uniform in all parts of the circuit, and at 
rest relatively to all other conductors and magnets, from that 
of the more complex varying currents, and of those which 
move relatively to other currents, conductors, or magnets. 
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CHAPTER IV. 

RESISTANCE. 

§ 1. Bodies have already been described, as being bad or « 
good conductors, and an imperfect conductor may be said 
to oppose the passage of an electric current. All known 
conductors oppose a sensible resistance to the passage of a 
current, by which we mean that if two bodies of any sensible 
capacity and at different potentials be joined, the current 
produced occupies a sensible time in passing between them, 
whatever material be employed to join the bodies, and how- 
ever it may be shaped.^ The strength of the current, or, in 
other words, the quantity of electricity passing per second 
from one point to another, when a constant difference of 
potentials is maintained between them, depends on the re- 
sistance of the wire or conductor joining those two points. 
A bad conductor does not let the electricity pass so rapidly 
as a good conductor, or, in other words, a bad conductor 
offers more resistance than a good one. When no electro- 
magnetic phenomena • are produced, the current flowing 
from a point at potential a to a point at potential b depends 
simply on what is here called the resistance of the conductor 
separating them. 

§ 2. With a given conductor joining two points, it is found 
by experiment that upon doubhng the difference of potential 
between the points, twice as strong a current flows as 
before ; in other words, with a constant resistance, the 
current is simply proportional to the e. m. f. or difference of 
potentials between the points. Again, it is found that keep- 
ing the difference of potential constant, and keeping the 
section and material of the conducting wire constant but 
doubling its length, we halve the current which flows, and 

^ The self-induction of a current would cause a delay in its passage 
between two points even if the conductor had no resistance, but the 
delay due to resistance is easily separated from that due to self-induction. 

G 
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generally that if the e. m. f. and section and material of the 
wire be kept constant, the current will be inversely pro- 
portional to the length of the conductor. Again, keeping 
the E. M. F., length, and material all constant the current is 
halved by halving the area of the cross section of the wire. 
Consequently, if we define resistance as proportional to the 
length of the wire of constant section, and as inversely pro- 
portional to the cross section where that varies, we shall be 
justified in sapng that with a given difference of potentials 
or E. M. F. between two points, the current which flows will 
be inversely proportional to the resistance separating these 
points ; and, again, that with a constant resistance separating 
two points, the current flowing will be simply proportional 
to the E. M. F. or difference of potential between the points. 
If, then, we call c the current, i the electromotive force, 
and R the resistance of the conductor, we find that c is 

proportional to the quotient — , and is aflected by no other 

circumstance, hence we have 

c = — , or R = -, on = c R. 
R c 

This equation expresses Ohm's law, which may be stated 
thus : — 

When a current is produced in a conductor by an e. m. f. the 
ratio of the^.VL. f. to the current is independent of the strength 
of the current^ and is called the resistance of the conductor. 

This definition of resistance would not be justified if 
we did not always obtain one ahd the same value for r 
in any one conductor, whatever electromotive force may be 
employed to force a current through it. The electrical 
resistance of a conductor is not analogous to mechanical 
resistance, such as the friction which water experiences in 
pas'sing through a pipe, for this frictional resistance is not 
constant when different quantities of water are being forced 
through the pipe, whereas the magnitude called electrical 
resistance is quite constant whatever quantity of electricity 
be forced through the conductor. This fact leads to much 
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greater simplicity in the calculations of the distribution of 
electrical currents than in calculations of the flow of water. 
The accuracy of Ohm's law is most easily illustrated with 
a galvanometer having a short coil of thick wire. Take a 
Grove's cell and make a circuit through the galvanometer, 
and such a length of fine wire as gives a convenient deflec- 
tion, it will be found that the deflection is nearly inversely 
proportional to the length of the fine wire ; when this length 
is doubled, the deflection is halved. This would be strictly 
true if the deflections of the galvanometer were proportional 
to the current, and if the resistance of the galvanometer and 
of the cell were nil. Taking these resistances into account, 
then, with any cell or battery of constant e. m. f. and with 
any galvanometer, we shall find the deflections inversely 
proportional to the total resistances of the circuit. 

§ 3. Resistance in a wire of constant section and material 
is directly proportional to the length and inversely proportional 
to the area of the cross section. The form of the cross section 
is a matter of indifference, showing that the resistance is 
in no way affected by the extent of surface of the conducting 
wire or rod, and that although electricity at rest is found only 
on the surface, electricity when flowing as a current is pro- 
pagated along all parts of the conductor alike. 

The most easily explained manner of comparing two resist- 
ances is by means of the differential galvanometer. Let the 
coil of a galvanometer be formed of two insulated wires wound 
on side by side, so that each makes the same number of turns. 
Then if equal currents be sent round the two coils in oppo- 
site directions there will be no deflection; if the two currents 
be not equal, the stronger will produce a deflection. Let 
Gi G represent the two coils in the annexed diagram, and 
let Ri R be two resistances which are to be compared ; join 
the two galvanometer coils at b and the two resistances at a 
connecting Ri with Gj and R with G, as shown; complete 
the circuit by connecting b with a, through a battery c z. 

One portion of the current will pass through g r, the other 

g2 



H 
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pcatmatfnoc^GiRi. Tlie m^^gnflrrffe of the current tiiroagh 
both, these rondnrtors depends on their resistance and on the 

difereace of potpntrn.! between a and 
B which is the same in both cases. 
Hence die current dirou^ g and R will 
be equal to die current through Gj and 
&i if the resistances of the two branches 
are eqoaL It is easyto make die resist- 
ance of G^ equal to die resistance of Gy 
by adding a htde piece of wire to the 
coil which has the smallest resistance if 
there be any diference between them. 
If therefore we find no deflection 
caused by completing the circuit as 
above we may conclude that r = Rf. 
If Ri be the greater, less current will 
pass through g^ than through g and a 
deflecdon in one direction will follow ; 
a deflecdon in the opposite direcdon 
would be produced if R| were the aoaaller. It is easy by suc- 
cessive trials to find the relative lengths of two wires r and Ri 
which balance one another when diSerent materials or differ- 
ent forms are used. By this instrument the law stated at the 
beginning c^ the paragra][^ is easily proved. 

§ 4. Since the resistance of a wire of any given material is 
inversely proportional to the cross section of the wire, it 
will also be inversely proportional to the weight per 
unit of length ; or, in other words, the resistance of a uniform 
wire of any material is inversely proportional to the weight 
per foot of the wire, Le. a wire weighing twenty grains per 
foot has half the resistance of a wire weighing ten grains per 
foot Inasmuch as all bodies have not the same specific 
gravity, the relative resistance of different materials will 
be different, according as we refer them to similar cross 
sections and lengths, or to similar weights and lengths. 
When treating of the measurement of resistance, a Table 
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will be given in which the relative resistances of various 
materials are given, referred to both units ; meanwhile, it 
may be sufficient to state that pure copper or pure silver 
have smaller resistances than any other knowTi material; 
that alloys have a larger resistance than metals ; electro- 
lytes a considerably greater resistance than most alloys ; 
that some liquids, such as oil, have so great a resistance 
as to become insulators, but that all known insulators, 
except gases, do permit the passage of electricity in a way 
differing rather in degree than in kind from the way in 
which metals permit the passage of electricity. Thus bad 
conductors or insulators will hereafter be frequently spoken 
of as bodies of great resistance. The difference in this 
respect between an insulator and a good conductor is enor- 
mous. Taking the resistance of silver at 0° C. as the unit, 
a wire of equal length and diameter of German silver would 
have a resistance of 12*82, and a rod of gutta percha of equal 
bulk and length about 850,000,000,000,000,000,000, or 
8*5 X lo^®; nevertheless. Ohm's law applies to the resist- 
ance of each material. 

§ 5* The resistance of all materials alters with a change of 
temperature. With the metals and good conductors, the 
resistance becomes greater with a rise of temperature ; with 
electrolytes and bad conductors it diminishes. There is thus 
less difference between the resistances of these dissimilar 
bodies at high temperatures than at low. Inasmuch as the 
passage of a current through a wire heats it, the passage of a 
current tends continually to increase the resistance which it 
meets with. This can easily be seen with a differential gal- 
vanometer. After carefully balancing r and Rj, Fig. 52, alter 
the circuit so as to pass the current for some minutes through 
Ri and Gi only. On reconnecting r and g a deflection will be 
observed, ard R will have to be increased to balance Rj, 
until the wires have been left to resume their former tempera- 
ture. Wires of graduated length and section, insulated by 
silk and wound on bobbins, are employed to represent certain 
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definite resKtaricesy 2iid these bobbins of insulated wire are 
called resistance coiR It b e^sp^reiA that thej should be 
made of a material, soch as German abrei^ the resistance of 
which Taries little widi a change oi tempoatQre, and that in 
cardol e]q)enment3 the temperature of die resistance coil 
thonld be noted and allowed foe 

{ 6L A knoidedge of the resistance of a conductor is 
essential to determine honr much dectridtj will flow between 
two points in a given time when j<xned by diat conductor; 
in other wcnrdsy to determine the strength oi a current which 
win under any given circumstances be |»roduced; how 
much the current will be modified by a change in any given 
conductor; how a current will be subdivided and affected by 
having two ox more paths open to it between the same 
points ; to detennine the effect of galvanic cells of different 
sizes and materials^ since each kind of galvanic cell has an 
internal resistance depending on die size oi the plates, on 
die distance between them, and on die solutions employed ; 
to allow a comparison between the quahdes of insulators ; 
.and to enable us to augment, diminish, and in all ways regu- 
late any current at wiD. 

§ 7. The resistance of the materials of which any gal- 
vanic cell is made limits the current 'idiich it can produce. 
When die two metals are joined by the shortest and thickest 
wire practicable, the resistance of the circuit is practicaUy 
the internal resistance of the battery, and in most forms this 
is very considerable. In a sawdust Daniell it is often more 
than die resistance of a mile of No. 8 iron wire, the size 
usually employed for land lines of telegraph : a quarter of 
a mile of such wire is a small resistance for a Daniell's cell 
The resistance of the Grove cell is much smaller. The 
resistance of a battery decreases as the size of the plates is 
increased, because this is equivalent to increasing the area 
of the cross section of the liquids, the resistance of which is 
from I to 20 million times as great as that of metals of the 
same size. 
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Take two cells of any battery, join them as in Fig. 53, 
the copper being connected to the copper and the zinc to 
the zinc Cells thus joined are said to be joined in multiple 
arc. The two cells are exactly equivalent to a single cell of 
double the size. The e. m. f. produced is that of one cell ; 
the resistance is half that of one cell. Complete a circuit by 
inserting a galvanometer with a short thick coil between c 
and z ; the deflection obtained will be nearly double that 
which the * one cell gives through the same galvanometer, 
because halving the resistance of the cell very nearly halves 
the resistance of the whole circuit. Next, make a circuit 



Fig. 33. 



Fig. 54. 





with one of the two cells and a galvanometer with a com- 
paratively long coil of fine wire, reducing the current so as 
to have a convenient deflection by adding a resistance r if 
necessary. Add the second cell in multiple arc ; no visible 
change will be produced in the deflection, because the resist- 
ance of the circuit is now chiefly made up of that of the gal- 
vanometer and resistance r. Diminishing the resistance of 
the battery hardly alters the whole resistance and does not 
sensibly alter the current. Thirdly, join the two cells in the 
manner described in Chapter I. § 19, the zinc being joined to 
the copper as in Fig. 13 or Fig. 54. This inanner of joining is 
described by the words * in series.* Now complete the circuit 
with the fine wire galvanometer and R, as in the second experi- 
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ment The deflection will be nearly doubled. The resistance 
has been slightly. increased by adding the second cell in series, 
but the resistance of the batteries is only an insignificant por- 
tion of the whole ; while therefore the resistance of the circuit 
has hardly been changed, the c. m. f. has been doubled by 
doubling the number of metallic junctions, and twice the 
E. M. F. with a constant resistance gives twice the current and 
twice the deflection. Fourthly, return to the thick wire gal- 
vanometer, complete the circuit through it with the two cells 
in series ; the deflection will be almost exactiy the same as 
when one cell only 'is used, and only half that obtained when 
the two cells are joined in multiple arc. When the two cells 
were joined in series the e. m. f. was doubled, but the. resist- 
ance of the whole circuit was also nearly doubled and there- 
fore the current remained nearly the same as before. Thus 
we see that with a short circuit of small external resistance 
we can increase the current by increasing the size of cells, or, 
what is equivalent to this, by joining several cells in multiple 
arc. We can also increase the current by employing liquids 
of smaller specific resistance, but we cannot increase the 
current by adding cells in series. With a long circuit of 
great external resistance large cells, or many of them joined 
in multiple arc, will fail to give us strong currents, but we 
may increase the current by joining the same cells in series. 

When the resistance of the battery is neither excessively 
large nor excessively small in comparison with that of the 
rest of the circuit the current will be increased both by 
adding cells in series. and by increasing their size or adding 
them in multiple arc. By the former process we increase 
the E. M. F. more than we increase the resistance. By the 
latter process we sensibly diminish the resistance of the 
circuit, leaving the e. m. f. .unaltered. 

Cells joined in series are sometimes described as joined 
for intensity, and cells joined in multiple arc as joined for 
quantity. These terms are remnants of an erroneous 
theory. 
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§ 8. The resistance of the galvanometer employed to 
indicate a current in a circuit is a very material element in 
the circuit. A powerful current may be flowing from a 
large cell through a circuit of small resistance. If we intro- 
duce a galvanometer having a long coil of thin wire, we 
may by that very act diminish the currdht a thousand-fold. ^ 
For circuits of small resistance galvanometers of small re- 
sistance must be used. For circuits of large resistance 
galvanometers of large resistance must also be used ; not 
that their resistance is any advantage, but because we 
cginnot have a galvanometer adapted to indicate very small 
currents without having a very large number of turns in the 
coil, and this involves necessarily a large resistance. 

§ 9. There are several fonns of apparent resistance which 
are not resistances. 

When a current passes to or from a metal to a liquid 
electrolyte, a great apparent resistance occurs, i.e. the 
current is diminished by the change of medium much more 
than by a considerable length of either material. This 
resistance is sometimes said to be due to the polarisation 
of the metals dipped into the solution. This word polarisa- 
tion is sometimes very vaguely employed, but apparently here 
it means that the plates become coated with the products of 
the decomposition of the electrolyte, and that this coating 
produces a diminution of current. This diminution, which of 
course affects the current throughout its entire length, does 
not, however, appear to be due to anything analogous to 
resistance. The effect in question is due to something in 
the nature of a reciprocating force by which energy is 
stored up, i.e. when the original current ceases, a current in 
the opposite direction is set up at these surfaces of passage 
from liquid to solid by a kind of rebound. It appears, there- 
fore, that the current has been diminished by the creation of 
an opposing electromotive force due to the arrangement of 
the elements into which the electrolyte itself has been 
decomposed. The term resistance is, however, continually 
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applied to diis cause c^ the diminutioii of a current even by 
those who are convinced that the diminutioii is not due to a 
true resistance. This felse resistance or polarisation is easily 
observed. Make a circuit of a galvanometer, a copper wire, 
two Darnell's cells, and a couple of plates of one metal sepa- 
rated by water or'any electrolyte. The deflection of the 
galvanometer during the first few minutes will be found to 
decrease rapidly ; then if the cell be removed and the circuit 
closed, the two metal plates will send a current deflecting 
the galvanometer in the opposite direction ; this current is 
strongest at first, and gradually ceases altogether. 

§ 10. When a current begins to flow across a solid in- 
sulator, such as gutta percha, a very similar phenomenon 
occurs ; the current gradually and rapidly dimhiishes, as if 
the resistance of the gutta percha increased under the 
influence of the current This apparent extra resistance 
is, however, no true resistance ; when the original current 
ceases, the gutta percha sends back a gradually decreasing 
current in the opposite direction, and this current is of 
such magnitude and lasts for such a time as precisely to 
send back all the electricity which had, at first, apparently 
flowed through the gutta percha in excess of the quantity 
which would have passed in the same time through a con- 
stant resistance equal to the final resistance. The final 
resistance of the gutta percha is looked upon by some elec- 
tricians as its true resistance, inasmuch as it is the only part 
of the apparent resistance which follows Ohm*s law ; the 
greater flow of current in the first instance is, according to 
this view, due not to a diminished resistance, but to an appa- 
rent absorption of electricity, as if by a number of condensers. 
Other electricians look upon this property of the solid 
insulator or electrolyte as quite analogous to the polarising 
property of the liquid electrolyte, and consider that the 
resistance of the material,*as shown by the first current, is the 
true resistance and the subsequent diminution of current is 
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Fig. 55. 




due to an opposing electromotive force. The former view 
appears to the writer to be the more tenable. 

This phenomenon is most easily observed with the aid of 
a considerable length of wire insulated with india-rubber or 
gutta percha. Take, say, a mile of such insulated copper wire 
as is used for submarine telegraph cables ; place it in a tub of 
water ; insulate one end n of the wire and connect the other 
m through a galvanometer g with one pole of a galvanic 
battery c z of say 50 
cells. Connect the 
other pole of the 
battery with the wa- 
ter by a copper plate, 
as in Fig. 55. The 
galvanometer must 
have a coil with some thousands of turns of fine wire. 
All the connections must be carefully insulated. When 
all the other arrangements have been completed the cir- 
cuit may be completed by joining the wires at m ; this 
will be followed by a violent throw of the galvanometer 
needle, due to the rapid rush of the electricity to charge the 
wire. When the needle comes to rest a steady deflection in 
the same direction will be observed, due to a current flowing 
from c through g and across the gutta percha sheath to the 
water and thus to z. This deflection will gradually diminish, 
imtil after an hour it may be two-thirds or half the original 
deflection. Call this final deflection x and the deflections 
at each minute after the wires at m were joined 

X + a^y X -f a2f x-i-^3 . . . x+aQQ. 

Now remove the cell c z and substitute for it a metallic con- 
nection, as shown by the dotted line. This may be done by 
means of prearranged stops or keys so as not to disturb the 
insulation of any part. Then the charge in the wire will 
rush out through G, causing a violent throw in the opposite 
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direction to that produced by the charge and equal in amount. 
After this discharge has taken place a steady deflection will 
be observed in the same direction as that due to the discharge, 
and this deflection at the end of each successive minute will 
be equal to ^1^52^3. . . ^eo- ^^ is assumed that a reflect- 
ing galvanometer is used, in which the deflections are pro- 
portional to the currents. The violence of the charge and 
discharge is such that in delicate experiments they are not 
allowed to flow through the galvanometer, but are conducted 
across between the terminals by what is termed a short 
circuit, being a connection of small resistance temporarily 
inserted. 

§ 11. Electricity is not only conducted from one body to 
another, by flowing as a current along a conductor ; it may 
also be conveyed or carried in a solid conductor, through 
such an insulator as air, from one place to another. When 
two conductors charged to very different potentials are 
brought close together, the attraction of the electricity is 
such that it tears off" the metal or material in fine powder, 
and this powder springs across the intervening space, 
carrying with it a charge of electricity. The air or gas 
itself is also electrified by contact with the conductor, 
and helps to convey the electricity. Light and heat are 
evolved in the process apparently much as light and heat 
are evolved when sparks are struck from steel. Electric 
sparks thus produced are said to overcome the resistance of 
the air, but this resistance has nothing in common with the 
resistance which is the subject of Ohm's law. The laws 
according to which sparks pass, and brushes, as they are 
called, form on points electrically charged, must be sepa- 
rately studied. The brush discharges, whether luminous or 
otherwise, are due to the accumulation of electricity in 
large quantities at points. The electricity has such a re- 
pulsion for itself, that if it accumulates sufficiently, the force 
becomes great enough to break down the pressure of the 
air^ and highly electrified particles of the conductor and of 
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air fly off the point. Every electrical spark seen is an illus- 
tration of this convection. Lightning is one example; 
another is the luminous brush which in the dark may be 
observed discharging the conductors of an electrical fric- 
tional machine. The air or gas heated by the spark pro- 
bably conducts some electricity, so that only part of the 
electricity passing in the spark or brush is transferred by 
convection. 

§ 12. Rarefied gases are found to be tolerably good 
conductors. The laws of their resistance to the passage of 
electricity have only lately been investigated, and are but 
partially understood. It is uncertain how far their resistance 
can properly be said to follow Ohm*s law. According to 
recent experiments by Mr. Varley, conduction in rarefied 
gases does follow Ohm's law, but there is a very large 
resistance at the surface of contact between the attenuated 
gas and the metal conductor. This resistance is con- 
stant and prevents any current from passing until the e. m. f. 
employed exceeds a certain definite magnitude, which is con- 
stant for each material and degree of rarefaction. This is 
very analogous to what takes place in eleetrolytes, except that 
through these some current apparently always passes whatever 
E. M. F. be employed, although no complete decomposition oc- 
curs until a certain definite e. m. f., constant for each electro- 
lyte, has been reached. Experiments showing the action of a 
partial vacuum can be made with Geissler's tubes, which can 
be bought at any respectable optician's. These glass tubes 
contain highly rarefied gases, and electrodes leading through 
the glass are employed as part of the circuit. If a galvano- 
meter and an electric battery form part of the circuit no 
current will be observed until perhaps two hundred cells are 
employed. Then the current passes with brilliant optical 
effects in the tube and the galvanometer is deflected. Induc- 
tion apparatus producing high electromotive force, such as 
the well-known Ruhmkorff's coil, may be employed instead 
of the galvanic battery. 
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CHAPTER V. 

ELECTRO-STATIC MEASUREMENT. 

§ 1. Our knowledge of electricity and magnetism is derived 
. from observation of certain forces, and the comparison of 
currents, quantities, potentials, and resistances are all effected 
by a comparison of forces acting under various circum- 
stances. The measurement of forces requires fixed stand- 
ards of length, mass, and time, which will also serve as 
fundamental standards for all electrical measurements. The 

centitnttre . . . gramme . . . second 

are the three units of length, mass, and time which will be 
adopted in the present treatise. 

As stated in Chapter I. § 17, the unit of Force adopted 
by us is the force which will produce a velocity of one centi- 
metre per second in a free mass of one gramme by acting 
on it for one second. 

This unit of force = *ooioi9i5 x weight of a gramme 
at Paris. The weight of the gramme itself wherever we 
happen to be is the more common unit of force, but we shall 
find the so-called absolute unit more convenient in calcula- 
tions, and any result can be readily reconverted into the 
more familiar measure by multiplying it into the above 
coefficient, or dividing it by the number 980*868. 

The unit of work is the work performed by the unit force 
moving over a distance of one centimetre ; it is equal to 
•00101915 centimetre grammes; in other words, to lift 
the weight of one gramme through one centimetre at Paris 
requires an expenditure of work equal to 980*868 of the units 
of work. 

§ 2. In what is termed electro-static measure the unit 
quantity of electricity is that which exerts the unit force on. 
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a quantity equal to itself at a distance of one centimetre 
across air. 

The unit difference of potential or unit electromotive 
force exists between two points when the unit of work is 
spent by a unit of electricity in moving from one to the 
other against the electric repulsion, described in Chapter I. 

The resistance of a conductor between two points is a 
unit if it allows only one unit of electricity per second to 
pass from one to the other when the unit of electromotive 
force is maintained between them. 

The system of electrical units as defined in this paragraph 
is called the electro-static absolute system, based on the cen- 
timetre, gramme, and second. No special names have yet 
been given to these units. They are the most convenient for 
use when dealing with the phenomena described in Chapter I. 
The equations expressing these definitions are given below 
in§ 14. 

§ 3. It is found by experiment that the force / with 
which, at a given distance //, two small electrified bodies 
repel or attract one another, is proportional to .the product 
of the charges, q and ^,, upon them ; and further, that when 
the distance varies this force / is inversely proportional to 
the square of the distance d between them; it follows, from 
the definition adopted of force and quantity, that 

/= ^ (i) 

firom which equation, if we observe the force, and make q 
either 'equal to ^1, or to bear any known relation to it, we can 
determine the. quantity q in absolute measure; or vice versd^ 
knowing q and ^i, we can determine what force they will 
exert at a given distance, as, for instance, in moving the 
index of an electrometer. The application of this equa- 
tion is limited to small electrified bodies. In any body of 
sensible size the mutual induction between the two electri- 
fied bodies would disturb the distribution of electricity over 
the surface, and change that distribution at every distance. 
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§ 4. The quantity of electricity with which a given con- 
ductor in a given place can be charged depends simply on .' 
the difference of potential between it and neighbouring con- 
ductors, and if these neighbouring conductors are uninsu- 
lated we may say that the charge will be simply proportional 
to the potential of the body charged; we may therefore 
speak of the capacity j of a given conductor for electricity, 
meaning thereby the constant quotient of the quantity on 
the conductor divided by its potential; or calling the quantity 
^, as before, and the potential /, we have 

q^si (2) 

The capacity of a sphere at a distance from all conductors 
is equal to its radius; that is to say, a sphere one m^tre in 
diameter will, when charged to the potential 6, contain 
6 X 50, or 300 units of electricity. 

The capacity s^ of a sphere of radius ^, suspended in the 
centre of a hollow uninsulated sphere, radius j, is 

The dielectric separating the two spheres is supposed to be 
air. The capacity of the internal conductor would change 
if any other dielectric were used. The capacity of a metal 
conductor is independent of the metal employed. The 
phenomenon is more complex when either solid or liquid 
electrolytes or insulators are used as the bodies to be charged. 
Equation (3) shows that when the distance between the 
two opposed conductors is diminished, so that j^ — x becomes 
small, the capacity of the system is very much increased. 
This is equally obvious from the formula for the capacity of 
a large flat plate one side of which is near a similar un- 
insulated flat plate, and separated from it by air, while the 
other side is far removed from all conductors ; in such a 
case, let a denote the distance between the metallic surfaces 
and let s be the capacity/^ unit 0/ area, then 

s= J- (4) 

47ra ' 
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and in order to find the total capacity of the plate we may- 
multiply s into the area of the plate with sufficient accuracy 
for practical purposes, whenever a is small in comparison 
with this area; a must be measured in centimetres, and 
the surface in square centimetres. This method is not ab- 
solutely accurate, because at the edges of the plates the 
electricity will not be uniformly distributed, as it will in the 
middle of the plate. By increasing the surface and diminish- 
ing a^ we may increase indefinitely the quantity which the 
plate or conductor will contain when raised to a given 
potential. The quantity with which the plates will be 
charged with a given potential is ^ = j / as before. 

§ 5. The arrangement of opposed conductors intended to 
give a large capacity with comparatively small surface is 
termed a condenser. The capacity of a condenser depends 
on the dielectric separating the conductors. If for air we 
substitute gutta percha, the capacity will be increased about 
four and a quarter times. The coefficient by which the 
capacity of an air condenser must be multiplied in order 
to give the capacity of the same condenser when another 
dielectric is substituted for air is constant for each substance, 
and is called the specific iiiductive capacity of the dielectric. 
It is a quantity of much importance in telegraphy, and will 
in this treatise be designated by the letter k. It has been 
approximately determined for a few substances. The fol- 
lowing table gives the numbers for these : 

Values of k. 



Air =1 

Resin = 1*77 

Pitch =. i-8o 

Beeswax . . . . = i*86 

Glass = 1-90 

Sulphur . . . . » 1-93 

Shellac . . . . = 1*95 



India rubber . . . = 2*8 
Hooper's vulcanised in- 

dia rubber . . . = 3*1 
W. Smith's gutta percha = 3-59 
Gutta percha . . . = 4*2 

Mica =5 

Paraffin = i-98» 



§ 6. The numbers are approximate values only, and, in- 

* Gibson and Barclay. 
H 
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deed, extreme accuracy is unattainable on account of the 
following peculiarity observed in all solid dielectrics. ^Vhen 
one plate a of the condenser is first raised to the desired 
potential by contact, say with one electrode c of a galvanic 

battery, the other elec- 
^^°- ^^' trode z being in con- 
nection with the earth 
or second plate of the 
condenser as in Fig. 56, 
a charge rushes in with 
great rapidity, but the 
entrance of the elec- 
tricity does not instantly cease, as is the case with an air 
condenser; on the contrary, although it decreases very 
rapidly, the flow of electricity into the condenser does not 
cease for many hours. This phenomenon has already been 
described in Chapter IV. § 10 in its bearing on currents. 
Similarly, when the two plates are joined by a wire so as 
to be brought to one potential, the electricity is discharged 
very rapidly at first ; but this discharge is so far from 
being completed immediately that electricity continues to 
flow out for precisely as long a time as it ran in, and 
with precisely the same rapidity after each interval of 
time ; i.e. if, upon maintaining a difference of potential 
X between the plates, coatings, or armatures (as they are 
often called) of the condenser, a quantity q per second 
is found flowing into the condenser at the expiration of 
thirty minutes, then thirty minutes after the two arma- 
tures have been joined, or, in ordinary language, after 
the condenser has been discharged, the same quantity 
q per second will be found flowing from one armature to 
the other. The effect produced is as though the dielectric 
were a kind of sponge absorbing electricity at a certain 
rate when subjected to a certain difference of potential, 
and yielding it all up again when the two plates were brought 
to one potential, A condenser with glass or paraffin be- 
ifveen the armatures has not, therrfoie, \Jcv^ ^^m^ d^^\i\.te 
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capacity as an air condenser; the capacity is generally 
understood to mean the capacity for receiving electricity from 
the first contact. When a condenser is discharged, if con- 
tact be not maintained between the armatures, the gradual 
restoration of this qimsi absorbed charge raises the potential 
of the armature which had previously been highly charged, 
and accumulates upon it, so that on again making contact 
between the armatures a second considerable discharge is 
given, and a succession of discharges of this kind can be 
obtained from a large condenser for several hours. These 
are called residual discharges. The same law holds as to 
charges ; after charging the armature to a given potential, 
and leaving it' insulated, the potential gradually falls, owing 
to the absorption by the glass or gutta percha ; then, on 
raising the potential of the armature afresh, by connecting 
it with the electrode of a battery, a fresh charge can be 
poured into the condenser. This apparent absorption of the 
electricity by the dielectric is said by some writers to be due 
to polarisation caused by the continued electrification of the 
dielectric; the word polarisation, like induction, is applied 
to a great variety of phenomena having little in common. 

These phenomena are readily observed in a condenser 
consisting of a mile of telegraph wire insulated by gutta 
percha ; the copper wire is the one armature ; if the gutta 
percha be covered with lead or tinfoil, as is sometimes 
done, this forms the other armature ; or, if the gutta percha 
covered wire be placed in a tub of water, that water will be 
the second armature. With a sensitive galvanometer and 
a battery of 50 cells, or even less, all the phenomena de- 
scribed are easily observed. Condensers of smaller bulk 
and equal capacity can be obtained from the makers of tele- 
graphic apparatus. When the condenser is like a common 
glass Leyden jar of small capacity, and insulated with a 
hard material, the residual discharges may be observed in 
the form of a succession of sparks after the jar has been 
charged to a high potential by a frictional machine. 

H2 
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§ 7. Let a small flat movable plate /, supported by the 
torsion of a wire mnm Fig. 57, be placed flush with a much 

Pj^j larger flat fixed plate h h 

surrounding it on all 
sides, and let both plates 
be placed opposite and 
parallel to a third unin- 
sulated plate ^, then if a 
permanent difference of 
potentials be established 
in any way between g 
^^^^^ Ji>«fc ^^^ ^^ plates / and //, 

the quantity of electricity 

per unit of area on the plate /will be , and the elec- 

4 TT ^ 

tricity will be uniformly distributed over the plate/, and the 
electricity of the opposite sign will also be uniformly distri- 
buted over the opposing surface of the plate g. The total 
force with which the plate/ is attracted by ^ will be 

Where m is the surface of the plate in square centimetres.^ 
Apparatus can be constructed by which this force is actually 
measured, by weighing or otherwise, and this apparatus 
forms an absolute electrometer (Sir William Thomson's guard 
ring electrometer) by which we can determine the difference 

of potential / between the plates \ i^a / ^ ^/ . / must 

of course be expressed in absolute measure, Chapter V. § i. 
§ 8. Measured by apparatus of this kind, the ordinary 
Daniell's cell (one form of galvanic battery) is found to 
produce a difference of potentials between its electrodes 
equal to '00374. Experiment showed the attraction to be 

* Vide paper * On the Mathematical Theory of Electricity in Equili- 
hrium, by Sir W. Thomson. Phil. Mag. 1854, second half-year, and 
republished in iSj2 in a volume entitled Electrostatics and Magnetism. 
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•05 7 grammes per square centimetre between discs separated 
by 'I centimetre,, with a difference of potentials produced by 
1000 DanielPs cells. 

Hence, in equation {5), if the weighings had taken place 
in Paris, we should have had /= 98o'868 x '057 ; but in 
Glasgow the force with which a gramme niass weighs is less 
than in Paris, so that /= 981*4 x '057 = 55*94 ; a ^ 'i, 
and M = I ; substituting these values in our equation, we 
obtain / = 3*74 for looo Daniell's cells. 

From equations (8) and (6) we find that an air condenser, 
with a square m^tre surface and the plates one millimetre 
apart, electrified by a thousand cells, would take a charge of 

1 0000 — 2_Zz — — 2976 units. If the plates had been 
4 7r X 0*1 ^ 

separated by gutta percha instead of by air, the charge on 

the plates would be 4*2 x 2976=12499, the coefficient 4*2 

being the specific inductive capacity of the material taken 

from § 5. 

A ball, one centimetre in diameter, electrified by 1000 
DanielPs cells, would take a charge of '5 x 374, or 1*87 
units of electricity. 

From a knowledge of this quantity we may calculate the 
force on a similar ball similarly electrified, but so far off 
that the electricity on each ball would remain almost 
uniformly distributed. Two such balls similarly electrified 
at a distance of one metre would repel one another with a 

force = ? — 7__>c_Jt — 7_ _ '00035 absolute units of force 

lOOOO 

(equation i)or '000000357 grammes weight. When the balls 
are brought closer, the calculation of attractions or repulsions 
between them become exceedingly complicated, owing to the 
redistribution of the electricity on their surface. 

§ 9. The capacity of a long cylindrical conductor of the 
diameter d and length l enveloped by a concentric cylin- 
drical conductor of the diameter d, and separated from it 
by an insulator with the specific inductive capacity k is 
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s = — =! (6) 

2 log. 5 4-6052 log £ 

The length of the cylinder is assumed to be so great that 
the capacity of the ends may be neglected ; this formula is 
applicable to the insulated wire used for submarine cables. 
The capacity of one knot of the English Atlantic cable is 

^ ^ 4-2 X 6087 X 30-48 ^ 8000 (centimetres). 
4-6052 X log 3-28 

6087 is the number of feet in a knot, and 30*48 the number 

of centimetres in a foot; 3*28 is the ratio between the 

diameter of the gutta-percha and that of the wire conductor. 

It follows from the above, that the charge per knot of 

this cable when electrified by 100 Danieirs cells is '374 

X 328000 = 122670 and every time the cable is charged or 

discharged this quantity per knot flows in and out ; thus if 

•01 second be occupied in charging 200 knots the miean 

strength of the current flowing for 'oi second will be 

122670 X 200 ^ •*. r ^ 4. 
i = 245340 units of current. 

100 
§ 10. The term electric density signifies the quantity of 
electricity per square centimetre on a charged conductor. 
The equations (2), (3), and (4) allow us to calculate this for 
spheres and condensers with flat plates ; equation (4) is 
applicable to any form of condenser in which the curva- 
ture is not considerable relatively to the thickness a of the 
dielectric. It is applicable, therefore, to the ordinary Leyden 
jar, with the simple modification that the value obtained 
from it must be multiplied by the number expressing the 
specific inductive capacity of the dielectric. The electri- 
cal attraction or repulsion, exerted on a small quantity q 
of electricity close to an electrified surface, is easily calcu- 
lated when the electric density on the surface p is known. 
It is perpendicular to the surface, and in air is equal .:o 

4 IT p ^ = R ^ (7) 
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where r is the electrostatic force close to the surface, i.e. the 
force which the chairge would exert per unit of quantity on 
the small charge g. 

Between two parallel opposed conducting surfaces, differ- 
ing in potential by the amount /, and separated by a small 
distance compared with their size, the resultant electro- 
static force R tends to impel any small quantity of electricity 
straight across from one surface to the other, in a direction 
perpendicular to the surface, with a force /which is constant 
in amount. Retaining the previous notation we have 

/= Rf = i- ^ (8) 

a 

The work done on q in crossing is/z = / q. 
The electric density on a small sphere at a given potential 
is much greater than on a large one, for the capacity in- 
creases only as the radius, while the area increases as the 
square of the radios; hence an infinitely small sphere 
charged to any sensible potential would have an infinitely 
great electric density on its surface, and the force it would 
exert on electricity in its immediate neighbourhood would 
be infinitely great ; it would, in fact, repel its own parts 
infinitely, and we may therefore infer that it would be 
impossible to charge a very small sphere to a very high 
potential. This inference is justified by experiment. The 
distribution of electricity over bodies which have points or 
angles is such that the electric density becomes very great 
on these points, as it would on a very small sphere, even 
when the potential is not high. The result is a great 
repulsion of the electricity for itself, or rather a great re- 
pulsion between neighbouring parts of the matter charged 
with it; we then frequently see the electrified matter 
passing off in the condition known as an electric spark, 
or as what is termed an electric brush. Anything tend- 
ing to produce a great density at any part of the surface 
of a charged conductor tends to produce the spark. Thus 
bv approaching a finger to a charged condMCtoi, ti^a d^x^s^SN 
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is increased by induction opposite the finger, and may be in- 
creased sufficiently to produce the spark. Increased electric 
density by no means necessarily implies increase of potential 
upless the form and position. of the conductors are constant. 
§ 11. There is a real diminution of air-pressure against 
the surface of a chained conductor, due to the repulsion of 
the electricity for itself. This mechanical force can be 
made evident by electrifying a soap-bubble, which expands 
when electrified, and collapses when discharged. If the 
air-pressure per square centimetre be* called/, we have 

/ = 2 TT p2 (9) 

The diminution of air-pressure required before a spark takes 
place between two slightly convex parallel plates has been 
tested by Sir William Thomson, with the results shown in 
the following* table : 



Length ofjsparks 
in centimetres 

= A 


Electrostatic 
force R close to 
surface in abso- 
lute units. 

Vide 5 10. 


Electromotive 

force = R X A, 

or difference of 

potential, 

which produced a 

spark 

of length A. 


Pressures of 
electricity from 
either surface im- 
mediately before 

disruption in 

grammes weight 

per square 

centimetres 

R» 


8n-X98i'4. 


•00254 

•00508 

•0086 

•0190 

•0408 

•0688 

•1325 


527*7 
367*8 
267*1 
224*2 

151-5 
140-8 

'I3I 


x-34 

1-87 

2*30 
4*26 
6*19 
9-69 

17-35 


1 1 -290 

5-49 
2 89 

2*04 

•93 X 
•806 

•696 



It is curious to observe that the electrostatic force is not 
constant, as might have been expected ; and that the electro- 
motive force required to produce a spark does not increase 
in simple proportion to the length of the spark, being less 
per unit of distance between the opposed surfaces for long 
sparks than for short ones. It follows from the measurement in 
^ 8, that 2,600 Daniell's cells would produce a spark of '0688 
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centimetres between two very slightly convex surfaces : by 
observing the length of spark, which, under similar circum- 
stances, can be obtained, say, from a Leyden jar, we may 
roughly estimate the potential to which it has been charged. 
§ 12. The brushes or sparks which fly off from points 
cl* arged to high potentials, show that in all apparatus in- 
tended to remain charged at a high potential, every angle 
a;id point must be avoided on the external surfaces. It is 
easy to draw off, by a silent and invisible discharge from a 
point, by far the greatest part of the charge of a conductor 
without any direct contact with the discharging conductor : 
points are also spoken of as collecting electricity from any 
electrified b©dy held in the neighbourhood ; their action is as 
follows : If attached to an insulated conductor, and held near 
an electrified body a, they become charged by induction with 
the opposite kind of electricity. This flies ofl" in sparks, or 
by a silent discharge, and leaves the insulated conductor 
charged with the same electricity as that contained in a. This 
property of points explains the action of lightning conductors. 
Lightning is an enormous electric spark passing between 
two clouds, or from a cloud "to the earth ; in the latter case 
the electrified cloud is attracted towards any prominence or 
good conductor, which becomes electrified by induction, and 
the spark of lightning passes when the difference of poten- 
tials is suflficient to overcome the mechanical resistance of 
the air. If the electrified prominence on the earth be 
armed with a point connected, by good conductors, such as 
large copper rods, with the earth, then, as soon as the po- 
tential of the point is raised even slightly, the electricity 
passes off from the point into the air ; the prominence can 
no more be electrified highly by induction than a leaky 
bucket can be filled with water ; the electrified clouds are 
not attracted to the neighbourhood, and even should they 
be driven there in such quantity that the electricity flying 
ofi"from the point is insuflficient to prevent a spark from 
passing, the spark will pass from the cloud to the point, 
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inasmuch as the electric density and attraction will be 
greater there than anywhere in the neighbourhood. Elec- 
tricity conveyed by a good metal conductor to the earth 
does no harm, and leaves no trace of its passagt ; whereas, 
a spark driven tlirough an insulator or bad conductor, tears 
it to pieces on its passage; this fact may be verified by 
sending a spark through glass, which will be cracked and 
shivered, or through paper, which will have a hole torn in 
it. The electromotive force required to produce mechanical 
results of this character is much greater than that required 
to open a passage through a corresponding thickness of air. 
We may, therefore frequently, prevent the pass3.ge of sparks 
between two conductors, by covering one of them with 
ebonite, glass, or other hard insulator. 

Sir W. Thomson has found that if a conductor with sharp 
edges or points is surrounded by another, presenting every- 
where a smooth surface, a much greater difference of poten- 
tial can be established between them without producing 
disruptive discharge, when the points and edges arepositive,- 
than when they are negative. 

§ 13. The distribution of electricity over opposing sur- 
faces, when these are not of the simplest description, offers 
problems of extreme complication. Generally, we know 
that the density will be greatest where the opposing con- 
ductors are close together, and where they have angles or 
points, that it will increase directly as the difference of 
potential and directly as the specific inductive capacity of 
the dielectric. We must especially remember that the charge 
or electric density on opposed surfaces depends on differ- 
ence of potential, and not on absolute potential, so that on 
electrifying the outside of a charged insulated Ley den jar, 
we shall raise not only the potential of the outer, but also 
that of the inner coating ; from the same cause the charge 
of any condenser due to contact with two electrodes of a 
battery will be the same, whether one electrode of the battery 
be uninsulated or not, i.e. the quantity which will flow from 
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one axmature to the other when joined will be unaltered, 
but the quantity flowing from either armature to the earth 
will depend on the potential of that armature. Any change 
in the total quantity of a charge on a conductor will ch^ge 
its potential as a change of its potential will change 
the charge. Putting a charged conductor in contact with 
another conductor at the same potential, will not alter the 
distribution of the charge in either ; but if two conductors 
at different potentials are brought into contact, there must 
necessarily be a redistribution of the charge due to the inter- 
mediate potential assumed by the two bodies. Mr. F. C. 
Webb in his treatise on electrical accumulation and con- 
duction, has given many instructive examples of the dis- 
tribution of electricity under different circumstances. The 
theory already stated explains his results. 

§ 14. The simple laws connecting potential, quantity, 
capacity, density, and electrical attraction or repulsion have 
now been stated, and the nature of the measurements has 
been indicated, by which potential, quantity, and capacity can 
be defined in terms of length, mass, and time ; a current is 
necessarily measured by measuring the quantity which passes 
per second, and resistances are expressed in terms of that 
resistance which would allow the unit current to pass in the 
unit of time, with the unit electromotive force acting between 
the two ends of the wire. To give some idea of the 
material representation of units of this kind, it may be stated 
that this resistance would be represented by about one 
hundred million kilometres of mercury at o** Centigrade, in 
a tube, the sectional area of which was one thousandth of a 
square millimetre ; electricians when they measure the resist- 
ance of the gutta percha envelope of a mile of cable, ob- 
serve resistances of about -s-oV^rth of this magnitude ; approxi- 
mately the insulation resistance of one foot of gutta-percha 
covered wire is of about this magnitude. The unit of current 
is such as would be given by a battery of about 268 DanielPs 
cells through the above resistance. The unit quantity of elec- 
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tricity is that on a sphere two centimetres diameter, elec- 
trified by one pole of 268 DanielPs cells in series, the other 
pole being in connection with the earth. This quantity 
discharged per second would give a current equal in 
strength to that flowing through the long mercury conductor 
or gutta percha envelope from the 268 cells. This series of 
units is called the electrostatic absolute centimetre-gramme, 
second series. This electrostatic series is the most con- 
venient for calculations concerning electricity at rest, but 
when treating of currents and magnets, a distinct series of 
units is used ; this double series of units involves no greater 
inconvenience than the use of the chain, acre, and rod for 
surveying, while the inch, foot, and square inch are used to 
describe machinery. 

§ 15. The four principal electrostatic units are directly 
determined by foiir fundamental equations ; from equation 

(i)> § 3> we have/= ^^, from which, if ^^ = ^, we directly 

find the unit of quantity in terms of the unit of force ; we 
know by the definition of potential that the work so done 
in conveying the quantity q of electricity between two 
points at potentials diflfering by the amount / is equal to 
q i or 

w 
i = - (10) 

q V J 

This gives the unit difference of potentials in terms of q and 

the unit of work; by definition § 14 the current ^ = -^ 

where q is the quantity passing in the time ^, and from this 
equation we obtain the unit of current in terms of ^, and the 

unit of time; fromOhm*s law r = — , by which we obtain 

c 

the unit of resistance in terms of i and c. 

Finally, the unit of capacity is directly derived from that 

of potential and quantity ; the unit of density from that of 

surface and quantity. 
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If the capacity of a conductor be called j, we have j = i^, 

where q is the quantity with which it is charged by the 
electromotive force i 



CHAPTER VI. 

MAGNETISM. 



§ 1. A MAGNET in the popular acceptation of the word is a 
piece of steel, which has the peculiar property, among others, 
of attracting iron to its ends. Certain kinds of iron ore 
called loadstone have the same properties. 

If a magnet a be free to turn in any direction, the pre- 
sence of another magnet b will cause a to set itself in a 
certain definite position relatively to b. The position which 
one magnet tends to assume relatively to another, is con- 
veniently defined in terms of an imaginary line, occupying 
a fixed position in each magnet, and which we will call the 
magnetic axis. The greatest manifestation of force exerted 
by a long thin magnet, is found to occur near its ends, and 
the two ends of any one such magnet possess opposite 
qualities ; this peculiarity has caused the name of poles to 
be given to the ends of long thin magnets. These poles 
are commonly looked upon as centres of force, but except 
in the case of long, infinitely thin, and uniformly magnetised" 
rods they cannot be considered as simple points exerting 
forces ; nevertheless, the conception of a magnet as a pair 
of poles, capable of exerting opposite forces, joined by a 
bar exerting no force, is so familiar, and in many cases so 
nearly represents the facts that it will be employed in 
this treatise. The magnetic axis, as above defined, is the 
line joining the two imaginary poles. 

§ 2. Every magnet, if free to turn, takes up a definite 
position relatively to the earth, which is itself a magnet. The 
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pole, which in each magnet turns to the north, will by us be 
called the north pole of the magnet. The other pole will 
be called the south pole. The two north poles of any two 
magnets repel one another ; so do the two south poles ; but 
any north pole attracts any south pole. Hence, the north 
pole of a magnet is similar in character to the south end of 
the earth. The pole which is similar to the south end of 
the earth is sometimes called the positive pole ; the other, 
which we call the south pole of the magnet, is the negative 
pole. When a magnet is broken each piece forms a com- 
plete magnet with a north and south pole. 

§ 3. The strength of a pole is necessarily defined as propor- 
tional to the force which it is capable of exerting on another 
given pole; hence the force/ exerted between two poles of 
the strengths m and m^ must be proportional to the product 
m m^. The force /is also found to be inversely proportional 
to the square of the distance d, separating the poles, and to 
depend on no other quantity; hence, choosing our units 
correctly, we have 

/= ^ (I) 

The strength of a pole is a magnitude which must be 
measured in terms of some unit. When in the above 
equation we make /and d both equal to unity, the product 
m Ml must also be equal to unity hence from equation (i) it 
follows that the unit pole is that which at the unit distance 
repels another similar and equal pole with unit force 

/will be an attraction or a repulsion according as the 
poles are of opposite or similar kinds. The number ni is 
positive if it measures the strength of a north pole and 
negative if it measures the strength of a south pole ; hence an 
attracting force will be affected with the negative sign, and 
a repelling force with the positive sign. 

§ 4. We observe that the presence of the magnet in some 
way modifies the surrounding region, since any other magnet 
brought into that region experiences a peculiar force. The 
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neighbourhood of a magnet is often for convenience called 
a magnetic field ; and for the same reason the effect pro- 
duced by a magnet is often spoken of as due to the mag- 
netic field instead of to the magnet itself. This mode of 
expression is the more proper, inasmuch as the same or a 
similar condition of space is produced by the passage of 
electric currents in the neighbourhood, without the presence 
of a magnet. Since the peculiarity of the magnetic field 
consists in the presence of a certain force, we may numerically 
express the properties of the field by measuring the strength 
and direction of the force, or, as it may be worded, the 
intensity of the field, and the direction of the lines of force. 

This direction at any point is the direction in which the 
force tends to move a free pole ; and the intensity h of the 
field is defined as proportional to the force /, with which 
it acts on a free pole ; but this force / is also proportional 
to the strength m of the pole introduced into the field, 
and it depends on no other quantities ; hence, . 

/ = w H (2) 

and therefore the field of unit intensity will be that which 
acts with unit force on the unit pole. 

§ 6. The lines of force produced by a long thin bar magnet 
near its poles radiate from the poles ; the intensity of the 
field is equal to the quotient of the strength of the pole 
divided by the square of the distance from the pole; thus 
the unit field will be produced at the unit distance from the 
unit pole. 

In a uniform magnetic field, the lines of force will be 
parallel ; such a field can only be produced by special 
combinations of magnets, but a small field at a great 
distance from the pole producing it will be sensibly 
uniform. Thus in any room unaffected by the neighbour- 
hood of iron or magnets, the magnetic field due to the 
earth will be sensibly uniform : its direction being that 
assumed by the dipping needle. The dipping needle is a 
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long magnet supported in such a way as to be free to take 
up its position as directed by the earth, both in a horizontal 
and vertical plane ; it requires to be very perfectly balanced 
before being magnetised, otherwise gravitation will prevent 
it from freely obeying the directing force of the earth's 
magnetism. 

§ 6. We can never really have a single pole of a magnet 
entiiely free or disconnected from its opposite pole, but from 
the effect which would be produced on a single pole it is 
easy to deduce the effect produced by a magnetic field on a 
real bar magnet. In a uniform field, two equal opposite and 
parallel forces act on the two poles of the bar magnet, and 
tend to set it with its axis in the direction of the force of the 
field. This pair of forces tending to turn the bar, but not 
to give it any motion of translation, constitutes what is 
termed in mechanics a couple. When the magnet is so 
placed that its axis is at right angles to the lines of force 
in the field, this couple G is proportional to the intensity of 
the field h, the strength of the poles w, and the distance 
between them /; or 

G = »/ / H (3) 

The product m I is called the magnetic moment of the 
magnet ; and from equation (3), it follows that the moment 
of any given bar magnet is measured by the couple which it 
would experience in a field of unit intensity, when it is 
placed normal to the lines of force. A couple is measured 
by the product of one of its forces multiplied into the 
distance between them. The intensity of magnetisatio7i of a 
magnet is the ratio of its magnetic moment to its volume. 

§ 7. When certain bodies (notably soft iron) are placed 
in a magnetic field they become magnetised, the axis joining 
their poles being in the same direction as would be assumed 
by the axis of a free steel magnet in the same part of the 
field. Thus if the small pieces of soft iron n s are magnet- 
ised hy the action of the magnet n s producing the lines of 
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force shown in Fig. 58, the north pole will be near n, the 
south pole near s in each case. Magnetisation when pro- 
duced in this way is said to be induced, and the action is 
called magnetic induction. The intensity of the magnetisa- 
tion (except when great) is nearly proportional to the in- 
tensity of the field. We have seen in Chapter III. § 13, that 
soft iron, round which a current of electricity circulates, 
becomes magnetised. When, therefore, we can calculate the 
intensity of the magnetic field which we now see is produced 
by the electric current, we shall be able to calculate the 
intensity of, magnetisation of the soft iron core. When the 
magnetisation approaches the limiting intensity which the 
soft iron is capable of receiving, it always falls short of that 
calculated on this principle. 

Bodies in which the direction of magnetisation is the same 
as that of the field are termed paramagmik. Iron, cobalt, 
and nickel, chromium and manganese, are paramagnetic ; 
some compounds of iron are also paramagnetic. Some 
of these bodies retain their magnetism, so that we can 




have an independent nickel magnet. Iron is capable of 
much more intense magnetisation than nickel, but nickel 
approaches iron in this respect more nearly than any other 
material. Certain other materials, such as bismuth, anti- 
mony, and zinc, are magnetised by a magnetic field, so that 
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the direction of magnetisation is opposite to that of the 
field : they are called diamagnetic. None of these bodies 
can be so intensely magnetised as iron, nor do they retain 
their diamagnetism when removed from the field. 

§ 8. One consequence of magnetic induction is that when 
a number of similar magnets are laid side by side we obtain 
a compound magnet stronger indeed than any of the com- 
ponent magnets, but much less strong than the sum of the 
strengths of the separate magnets used. For when a magnet 
N s is brought near another n' s', as in Fig. 59, the north pole 
N tends to induce a south pole at n' and similarly n' tends to 
induce a south pole at n. The result is that n and n' by 

F16. 59. Fig. 6a 
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their mutual action weaken one another, if n be sufficiently 
strong relatively to n', it may actually reverse the polarity of 
the weak magnet. If on the other hand two equal magnets 
are placed, as in Fig. 60, n and s' mutually strengthen one 
another by induction, but since they tend to induce opposite 
and equal magnetic fields the result is to weaken the re- 
sultant field in the neighbourhood, and if the magnets are 
allowed to touch, the strength of the field will be reduced 
to an insensible amount. When the magnets are not equal 
the weaker magnet will reduce the strength of the magnetic 
field due to the stronger. 

§ 9. When soft iron is magnetised by being placed in a 
magnetic field a sensible time elapses before it assumes the 
maximum intensity of magnetisation which the field will 
produce. Similarly, when the bar of soft iron is withdrawn 
from the field it does not lose its magnetism instantly ; the 
magnetism decreases as gradually as it increased, and in 
almost all cases some traces of magnetism will remain for 
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hours or perhaps for ever after the iron has been withdrawn 
from the magnetic field. This remnant of magnetisation is 
often called residual magnetism ; most ordinary pieces of iron 
show residual magnetism very distinctly, especially in large 
masses ; but very perfectly annealed iron of certain qualities 
shows very little, and is valuable on that account in the con- 
struction of telegraph instruments. The cause of this ^\it' 
noxa&[ion is caiXit^ coercive force. The slowness with which 
iron in any mass gains or loses its magnetism is a serious 
impediment to^the construction of quick-working telegraphic 
apparatus. The term ' soft iron ' is applied to denote iron 
which loses its magnetism rapidly, or in other words iron 
which has little coercive force. 

§ 10. The conception of electric potential has been ex- 
plained at length in Chapter II. Magnetic potential is an 
analogous conception. If we move a single magnetic pole 
from one point to anothei of the magnetic field, we shall 
find that the forces in the field perform work on the pole, or 
that they act as a resistance to its motion according as the 
motion is with, or contrary to, the forces acting on the pole; 
if the pole moves at right angles to the force, no work is 
done. The difference of magnetic potential between any two 
points of the field is measured by the work done by the 
magnetic forces on a unit pole moved against them from 
the one point to the other, supposing the unit pole to 
exercise no influence on the field in question. A point 
infinitely distant from the pole of any magnet must be at 
zero magnetic potential, and hence the magnetic potential of 
any point in the field is measured by the work done by the 
magnetic forces on a unit pole during its motion from a 
point infinitely far off from all magnets to the point in 
question, with the same limitation as before. 

An equipotential surface in a magnetic field is a surface 
so drawn that the magnetic potential at all its points shall be 
the same. By drawing a series of equipotential surfaces, cor- 
responding to the potentials i, 2, 3 . . . «, we may map 

I 2 
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out any magnetic field so as to indicate its properties. The 
unit pole in passing from one such surface to the next against 
the magnetic forces will always perform one unit of work. 

The direction of the magnetic force at any point is per- 
pendicular to the equipotential surface at that point; its 
intensity is the reciprocal of the distance between one sur- 
face and the next at that point ; i.e. if the distance from 
surface to surface be J, measured in units of length, the m- 
tensity of the field will be 4. 

§ 11. The magnetic field may be mapped out in another 
manner : this second method is due to Faraday. 

Let a line whose direction at each point coincides with that 
of the force acting on the pole of a magnet at that point be 
called a line of magnetic force. By drawing a sufficient 
number of such lines we may indicate the direction of the 
force in every part of the magnetic field ; but by drawing 
them according to a certain rule we may also indicate the 
intensity of the force at any point as well as the direction. It 
has been shown ^ that if in any point of their course the 
number of lines passing through a unit area is proportional 
to the intensity there, the same proportion between the 
number of lines in a unit of area and the intensity will hold 
good in every part of the course of the lines. 

If, therefore, we space out the lines so that In any part 
of their course the number of lines which start from unit of 
area is numerically equal to the number measuring the in- 
tensity of the field there, then the intensity at any other part 
of the field will also be numerically equal to the number of 
lines which pass through unit of area there ; so that each 
line indicates a constant and equal force. 

The lines of force are everywhere perpendicular to the 
equipotential surfaces \ and the number of lines passing 
through unit of area of an equipotential surface is the re- 
ciprocal of the distance between that equipotential surface 

* Vide Maxwell on * Faraday's Lines of Force,' Cambridge PhU, 
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and the next in order — a statement made above in slightly 
different language. 

§ 12. In a uniform field the lines of force are straight, 
parallel, and equidistant, and the equipotential surfaces are 
planes perpendicular to the lines of force, and equidistant 
firom each other. 

If one magnetic pole of strength m be alone in the field 
its lines of force are straight lines, radiating from the pole 
equally in all directions, and their number is 4 tt w.^ The 
equipotential surfaces are a series of spheres whose centres 
are at the pole and whose radii are w, ^m, ^m, \ni, &c. In 
other magnetic arrangements the lines and surfaces are 
more complicated. 

Since a current exerts a force on the pole of a magnet 
in its neighbourhood it may be said to produce a mag- 
netic field, and we may draw magnetic lines of force and 
equipotential surfaces depending on the form of the circuit 
conveying the current, and the strength of that current. 
When the current is a straight line of indefinite length like 
a telegraph wire, a magnetic pole in its neighbourhood is 
urged by a force tending to turn it round the wire, so that at 
any given point the force is perpendicular to the plane pass- 
ing through this point and the axis of the current The equi- 
potential surfaces are therefore a series of planes passing 
through the axis of the current and inclined at equal angles 
to each other. If the unit current be defined as that current^ 
the unit length of which acts with unit force on the unit 
magnetic pole at the unit distance^ then the number of the 
equipotential planes surrounding the wire is 4 tt ^ where 
c is the strength of the current. Thus if the strength c 
were 1*909 we should have 24 such planes ; if x^is not 
a whole number, c must be expressed in units so small that 
the error involved in taking the nearest whole number 
may be neglected. The lines of magnetic force are circles 

' T here and elsewhere alwajrs means the ratio of the circumference 
to the diameter of a circle &> 3*1416. 4 ir is the surface of a sphere of 
iadii25 unity. . , - 
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having their centres in the axis of the current and their 
planes perpendicular to it. The intensity r of the magnetic 
force at a distance k from the current is the reciprocal 
of thp distance between two equipotential surfaces ; we have 

therefore r = ^. . . . . 4**. 

§ 13. In most telegraphic instruments magnets or soft 
iron armatures are moved by forces due to the passage of 
electric currents in certain wires. The apparatus should be 
sensitive so that it may be worked ' even by feeble currents ; 
in designing the apparatus it should therefore be our en- 
deavour so to arrange the wire conveying the current as to 
produce the most intense magnetic field which that current 
is capable of producing, and to place the magnet or soft 
iron acted upon in the most intense part of that field. By 
so doing, and by reducing the forces opposing the motion 
of the soft iron or magnets as much as possible, we render 
the apparatus as sensitive as it can be made. 
^ When the magnet to be moved or acted upon is large it 
will occupy a large portion of the magnetic field, and will 
therefore experience a larger force than if it were small ; but 
the force which it experiences per unit of volume can seldom 
if ever be made so great as when the magnet itself is small, 
for a small and intense magnetic field can be produced with 
a much less current than a large and equally intense mag- 
netic afield. Hence, we find all very sensitive apparatus 
characterised by small moving parts. The inertia of large 
masses is also injurious in all rapidly moving parts, for not 
only are the large masses acted upon with less force, but 
owing to the increased distance of the greater portion of 
their bulk from the axis on which they must oscillate their 
moment of inertia is increased even more than their bulk. 

Similarly, when a wire conveying a current, or a magnet, 

or a soft iron armature is to move under the influence of a 

magnet, it must be our aim so to arrange that magnet as to 

produce the most intense magnetic field possible at the 

spot where the moving piece is placed. 



Chap. VL] Magnetism. 119 

The mapping out of magnetic fields due to different 
forms of magnet and diflferent arrangements of wires con- 
vepng currents has therefore a great practical interest for 
the electrician. 

§ 14. The poles of a magnet are not at its extremities, but 
generally a little way from the end. It is not necessary that 
a magnet should be magnetised in the direction of its length; 
a bar may be magnetised transversely or indeed in any direc- 
tion. Some magnets have more than one pair of poles. 

If a long thin magnet be broken each part becomes a 
distinct magnet having its axis in the direction of the old 
axis ; from this it appears that all parts of the magnet are 
in some peculiar polarised condition, and the actual poles of 
any given magnet are simply the result of the combination 
of all these polarised parts. 

A piece of soft iron which is a magnet by induction can 
again induce magnetism in another piece of soft iron : thus, 
a magnet may sustain a long string of nails each hanging to 
its neighbour. This chain of nails has its pair of poles near 
the ends of the first and last nails in the series, and affords 
an example of what is meant by saying that all parts of a mag- 
net are in a polarised condition ; each nail when detached 
from the series will remain a magnet for some little time in 
virtue of its coercive force § 9* If a magnet be plunged 
in iron filings and withdrawn, these adhere most abundantly 
near the poles. They stand out from the magnet in tufts, 
largest where the field of force is strongest, that is, near the 
poles, and the direction of the chains or strings which they 
form corresponds to the direction of the lines of force ; each 
separate filing becomes a small magnet for the time being. 

§ 16. Magnets are made from one another by taking 
advantage of this coercive force, which is found to be greatest 
in hard steel. A piece of steel may be magnetised by 
being stroked once or twicfe in the same direction by a 
powerful magnet, or even touched at one end by that 
magnet. Better results are obtained by placing the two 
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opposite poles of equally strong magnets in the centre of 
the bar to be magnetised, and drawing them gimultaneously 
away from the centre to the two ends. This operation is 
repeated two or three times, and the bar then turned over 
and treated in a similar way on the other face. The bar 
magnets may, with advantage, incline from one another 
while being dragged apart. A still more complete magneti- 
sation is given by placing the bar a b between two powerful 
magnets n s and n' s' as shown, and then drawing the oppo- 

FiG. 6 1. 
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site poles of two other magnets from the centre of a b towards 
the ends. There are other methods of preparing magnets 
but they all consist in placing every part of a bar of steel in 
the strongest possible magnetic field and trusting to' the coer- 
cive force of the steel to retain the induced magnetism. 

§ 16. The name electro-magnet is given to a magnet 
formed of a rod or bundle of rods of wrought iron, round 
which an electric current circulates in a coil of wire, as in 
Fig. 40. The electric current so arranged produces an 
intense magnetic field, and the most powerful magnets are 
produced in this manner. It is found that there is a limit 
to the amount of magnetism which in this way or any other 
can be induced in soft iron; when this limit is approached, 
the soft iron is said to be saturated with magnetism; Steel 
is sooner saturated than wrought iron; and as it resists the 
acquisition of magnetism more than soft iron does, so it 
retains more of the magnetism it acquires. This resistance 
to ma^etisation is also attributed to coercive force. Electro.- 
magnets can be made of any form. TVve \wo xcvo^X covmsvoh 
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are the straight bar, in which the poles are as far apart as 
possible, and the horse-shoe, in which they are brought close 
together. 

A piece of soft iron joining the poles of a magnet is 
called an armature ; it adheres to the poles and diminishes 
very much, while in its place, the intensity of the niagnetic 
field in the neighbourhood. An electro-magnet formed as a 
complete ring produces no sensible magnetic field in its 

Fig. 62. 
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neighbourhood; nevertheless, although without poles, it is 
certainly a magnet, and produces many of the magnetic 
phenomena. A series of equal magnets arranged (as in 
Fig. 6^ so that the north pole of each is in contact with 
the south pole of its neighbour will also produce no magnetic 
field. An armature is found to diminish sensibly the loss 
of magnetism which is continually taking place in ordinary 
steel magnets. The armature is used to suspend weights 
from horse-shoe magnets, as in Fig. 62. 

§ 17. The . strength m of the poles of a long soft 
iron bar of one square centimetre section held horizon- 
tally in the magnetic field due to the earth alone in Eng- 
land will be equal to about *it^ x 32*8 or ^\\ \iiv\ts. 
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each pole would attract a pole of opposite name with a 



in m 



force/ = — — - , so that if the distance between the poles 
were one m^tre, the force exerted would be ^-1^ — ^-Z.^ 



IOC' 



= 32-9 X 10"® = -00329 absolute units of force equal to 
the weight of '000266 grain. In order that this should 
be even approximately true the prism must be so long that 
the magnetisation of the middle does not interfere with that 
of the end. We should be able to calculate the strength of 
the poles of any bar short or long if we were able to find 
the magnetic effect produced by a series of equally magnetised 
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elements in a row. Let the black part of each element 
represent a southern pole and the white part a northem 
pole ; then if each element were so magnetised that the 
black and white parts were symmetrical and if the strength 
of each pole were a certain multiple of the intensity of the 
field, then n^ would exactly cancel ^2 \ ^2 would cancel J3, 
and so forth, leaving s at one end and n at the other as 
the effective poles of the magnet ; but in fact the action of 
each little element extends to all the others, and the sum- 
mation of all these effects is so complex that we must 
abandon all attempt to calculate the strength of the poles 
from the intensity of magnetisation, except in certain very 
simple cases. The calculation given above applies sensibly 
to all long thin bars the cross section of which is small 
compared with one-twelfth of their length; thus our bar 
of one centimetre cross section would have to be at least 
five or six metres long before the formula would apply. 

The magnetic moment (§ 6) of a long thin bar is, /^ h j /, 
where h is the intensity of the field, s the cross section of 
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the bar, /its length, and k the coefficient of. magnetic induc- 
tion ; the magnetic moment of a sphere in the same field 

will be 

k 



J'T^H . . . (S) 

I + ^TTk 

and firom this formula the intensity of magnetisation of a 
given piece of steel or other metal can easily be calculated 
if >& be known, or k may be determined from actual obser- 
vation of the magnetic moment. 

§ 18. The coefficient k is constant only for low magnetic in- 
tensities, and gradually diminishes according to an unknown 
law as the maximum intensity for each material is approached. 
The maximum intensity of magnetisation for iron can be 
obtained from an experiment by Dr. Joule, who found that 
the maximum attraction he could produce between an 
electro-magnet and its armature was 200 lbs. per squ9,re inch 
of surface. Calling this maximum attraction f, the intensity 
/, and A the area of the surfaces between which the attraction 
is exerted, we have, when the distance between the surfaces 

is very small 

F = 27r/*A ... (6) 

200 lbs. per square inch is 1406 1 grammes per square centi- 
metre, or about 13,800,000 absolute units of force per square 
centimetre. Giving this value to f in the above equation 
when A is unity, we find for / the value of about 1490, as the 
maximum intensity of magnetisation of which iron is cap- 
able. If the value of 32*8 >^ were constant, a magnetic field 
of the intensity of about 45 would be sufficient to magnetise 
iron to saturation. Probably k can only be regarded as 
sensibly constant while the magnetisation of the iron is 
below one quarter of its maximum value, and from some 
experiments by Miiller * we might infer that the value of k 
near the point of saturation is about one-third of the value 
given above, so that a field of magnetic intensity equal to 

> Pogg. Ann. vol Ixxix. 1850. 
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about 13s would be required to give an electro-magnet 

the maximum possible strength. 

§ 19. The relative intensity of magnetisation in the same 

field for different substances has not been very fully studied ; 

in other words, the values of k for different materials and 

different values of / are not well known. The following 

table is deduced from relative values obtained by Barlow, 

to which I have added nickel and cobalt, from relative 

values given by Pliicker : 

Soft wrought iron . 32*8 Soft cast steel • 23*3 

Cast iron . . •23 Hard cast steel . i6*l 

Soft steel. . . 21*6 Nickel • • 15*3 

Hard steel . . 17-4 Cobalt . .32-8 

These values can only be approximately true. A complete 
table of the values of k would require to contain a set of 
values for each material, and each value of / ; whereas the 
value of i for which the above values hold good is not 
known. The maximum intensity of magnetisation for hard 
steel is less than for soft iron, and from some experiments 
of Pliicker,^ it appears that this difference is about 37 per 
cent., but a much greater intensity of field is required to 
produce the maximum of magnetisation. 

With small values of /, the value of k for nickel was found 
by Weber to be five times that of iron, but with higher values 
of i it rapidly became smaller than for iron, reaching a 
maximum when / is about 30, increasing after this only about 
2 per cent, when / was doubled. 

§ 20. According to experiments made by Pliicker I 
estimate the value of k for water at 

— io'65 X 10"^ 
The following values of k for different diamagnetic sub- 
stances are calculated on this assumption from relative 
values obtained by Pliicker : 

Water — iO'65 x lO"* 

Sulphuric acid (spec. grav. 1*839) . — 6*8 x lO"* 

* Pogg. Ann. vol. xciv. 
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• Mercury . • * . . . . — 33*5 x lO"" 

Phosphorus — 18*3 x io~' 

Bismuth ......— 250 x iO'6 

From an observation by Weber, the value of k for bismuth 
is about — 1 6 '4 x io~^. 

These figures are given to show very roughly the relative 
value of magnetic and diamagnetic action ; they cannot be 
relied upon as even approximately true. Different observers 
give different relative values of k, differing twenty for the 
same substance. It must also be remembered that they 
are intended to indicate the value of k for equal volumes, 
not equal weights, of the substances. 

§ 21. It follows from equation (6) above, that the attrac- 
tion between a magnet and its keeper or armature is propor- 
tional to the square of the intensity of the magnetisation, and 
therefore in an electro-magnet to the square of the current 
multiplied into k. 

It also follows that where the intensity of magnetisation 
is the same throughout the mass of iron, the attraction will 
be simply proportional to the cross section of the iron. The 
object of increasing the length of an electro-magnet is to get 
a uniform field and to place the poles so that they do not 
interfere with one another. 

By rounding or pointing the ends of a magnet, a more in- 
tense magnetisation is produced at the ends than elsewhere ; 
hence a greater attraction per square centimetre of surface. 

The attraction between a magnet and a keeper is directly 
proportional to the intensity of the magnetism induced in the 
keeper, if the keeper does not by its mass or great intensity 
of magnetisation react on the magnet, altering its intensity. 
The relative attraction of a large magnet for small volumes of 
different substances does therefore truly measure the relative 
values oik for each substance, if the volumes are the same 
and the intensity of the magnetic field the same throughout 
all the volume; but these values of k are almost useless 
unless the value of / in absolute measure is also determined. 
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tr-^'irri.f::jct:i itt Ac T^zTtg: in r« field. HiC sasiaplcst expe- 
rinit:::;^ dtficrziErffidn:: of tbe TTnagnnV scncEgdi of a fidd 
requires tiis: tLie 5&ic sLsZ le fyrffin% unifosm dnoo^hoDt 
tiie spejcc in '■Tdch lie eq>ez2iieEt is to be tiied. TTic 
rrjsgTjedc £elc dne to iLe e£nL is sensiiiy nsifonn vidiin 
tbe space occupied br tbe expeximean. and after ghii^ a 
gtaersl descxiptioii of the magnetic field due to die eaitfa's 
luagnetiai], we will proceed to examine how its intensity is 
to be measured. 

i 2. The direction of the lines of force in this field is not 
horizontal except at some places near the equator. The 
earth may be (very roug^y) conceived as a large bar magnet, 
and Fig, 58 shows that the lines of force are parallel to die 
axis of the magnet only at points half-way between the 
j>ol<;H, The inclination of the lines of force at any place to 
tlic plane of the horizon is called the dip or magnetic indi- 
nation at that place. If a magnet were suspended by its 
ixuirc of figure, and were free to assume any direction, it 
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would not remain horizontal, but its axis would lie in the 
direction of the lines of force ; in the northern hemisphere 
its north pole would point downwards, and the angle which 
this axis makes with the horizontal plane is the dip or in- 
clination. 

The lines of the earth's magnetic force do not usually 
lie in planes running due north and south. The vertical 
plane in which they lie at a given place is called the magnetic 
meridian of that place ; the magnet points to the magnetic 
north. This magnetic north is not any one point, i.e. the 
magnetic meridians at different parts of the earth's surface 
do not cut at one point as the true meridians do. 

The geographical or true meridian of a place is the plane 
passing through the place and containing the true axis of 
the earth. The angle contained by the magnetic and true 
meridians is called the magnetic declination at that place ; 
the declination is said to be east if the north pole of the 
magnet points east of the true or geographical meridian. 
The declination is west if the north pole of the magnet 
points west. 

§ 3. The declination and dip, or inclination, not only vary 
from place to place, but also at any one place from hour 
to hour and from day to day. There are some irregular vari- 
ations, but there are others which are evidently periodic. 

1. There are secular variations, the duration of which is 
not accurately known. In 1580, the declination at Paris 
was 11° 30' E. ; in 1814, this had become 22° 34' W., and 
since then the needle has gradually returned towards the E. ; 
in 1865 the declination was 18° 44' W. In certain parts of 
the earth the magnetic and geographical or true meridians 
coincide ; these points may be joined by an imaginary line, 
called the agonic line, or line of no variation. 

2. There are annual oscillating variations" of declina- 
tion not exceeding 15' or 18', and varying at different 
epochs. 

3. There are diurnal oscillating variations of declination 
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amounting at Paris on some days to about 25 , on others 
not exceeding 5', 

4. There are accidental variations t)r perturbations said 
to be due to magnetic storms. These variations occur with 
great rapidity, causing deflections to the right and left, com- 
parable in their rate or period of alternation with ordinary 
telegraphic signalling ; accidental variations of 70' have 
been observed 

The dip also varies from place to place ; it is greatest in 
the polar regions, being 90° at the magnetic pole. At a 
series of points near the equator there is no dip ; the Hne 
joining these is called the magnetic equator. In the southern 
hemisphere the direction of the dip is reversed, the south 
pole pointing downwards. Lines connecting places where 
the dip is equal are called isoclinic lines. 

§ 4. The total intensity of the earth's magnetism is the 
intensity measured in the direction of the lines of force at 
the point where the experiment is made. It is difficult to 
make the experiment in this way, especially as the direction 
varies so frequently. The strength of the horizontal 
component is therefore experimentally determined, 
and the direction of the total force. These two ele- 
ments give the intensity and direction of the total 
force ; for let h (Fig. 65) be the horizontal com- 
ponent, R the total intensity, and the dip, then 

R = -^ . . . (i) 
cos tf ^ ' 

§ 5. In order to determine the effect of any magnet upon 
another or upon an electric circuit, its moment, m = »2 /, 
must be determined. Two experiments are sufficient to 
determine at once the moment m and the force h. The first 
of these gives the value of the product m h by an observa- 
tion of the directing force which the earth exerts on the 

magnet ; the second gives the ratio — by an observation of 
the relative strength of the magnetic fields due to the 
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magnet and to the earth. The following are the two 
experiments : 

1. Let the magnet be hung so as to oscillate freely in a 
horizontal plane round its centre of figure, being directed 
by the horizontal component of the earth's magnetism. Let 
the moment of inertia of the magnet relatively to the axis 
round which it oscillates be called i.* The quantity i is 
easily calculable for any regular figure, and can, moreover, 
be directly determined by experiment. Let the magnet now 
be allowed to oscillate freely, and let the number of com- 
plete or double oscillations per second be n ; then 

MH = i^:!^^ ... (2) 
g 

In Rankine^s < Applied Mechanics/ (§ 598) we have, equation (5), 
Mj s= 3 1- , where M^ is the moment of the couple causing gyra- 

tion, i^ the semiamplitude of gyration in angular measure. Let us call F 
ih& force of the couple due to the magnetic field ; the arm of the couple 
will be i{L^ where L is the distance between the poles ; hence 
Ml » /^ L F ; but the moment of the couple due to magnetism when 
the magnet stands straight across the magnetic field is M H, and the arm 

of the couple being then L, the force must be then and always =F, 

orFL«M H: hence Mi=ii M H= ^^ ^* *^^ or M H « ^ULL, q. e. d. 

2. To obtain — , fix n s with its axis perpendicular to 

the magnetic meridian, and observe the deflection which 
it causes on a short magnet n s freely suspended so that 
when in the magnetic meridian the prolongation of its axis 
bisects N s (Fig. 66). The deflection Oofns will depend on 
the relative magnitudes of h and the field produced by n s. 

* Rankine's 'Applied Mechanics,' § 571. I have here taken i as 
equal to the weight multiplied into the square of the radius of gyration, 
following Professor Rankine's example. Many writers define I as equal 
to the mass multiplied into the square of the radius of gyration, and if 
this value of i be used, the divisor g in equatipn 2 must be cancelled, 

K 
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Let r = <7 s = ^ N : then - = /^ tan d 

H 



(3) 



Let m be the strength of the poles of the magnet N S; then the force 



m 



which 5 will exert at ^ on a unit south pole will be — 



in the 



Fig. 66. 




direction o s ; the pole N will exert an equal force in 
the direction o c. Let o a and o c represent these 
forces in magnitude and direction; then b o —1 will 
represent the magnitude and direction of the lines 
of force of the magnetic field at o^ We have ao \ob 

Ts=r:L;orT =s 



«£?S : 


NS, 


orifL 


= 


N S; 




L m 


M 




/ 







Let Ml be the moment of the little magnet, the 
couple due to T tending to turn it out of the magnetic 

meridian will be M, T cos ^ = — ^ cos 0. The 

couple due to H tending to bring it back will 
be Ml H sin ; and when one balances the other 

....*/> M Ml A M ji 

Ml H sm 6 = — 5-i cos ; or -— =s f^ 

« r»tane. 



Q. E. D. 



H 



sm M 

cos e H 



From equations (2) and (3) we have 

H = 2 TT « ^ ^ 

gr^ tan 6 



(4) 



and M = 2 TT ;^ y ^ tan 6 ... (5) 

g 
§ 6. By means of the single experiment last described and 

illustrated by Fig. 66, the moment m of any permanent or 

temporary magnet can be readily determined if h be known, 

for from equation (3) we have m = r^ h tan 6 ; h is 

sufficiently constant throughout England, and from year to 

year, to give the value of m with sufficient accuracy for most 

practical purposes. This method can be used for horse-shoe 

magnets or magnets of any shape if care be taken to fix n s, 

the line joining the poles of this magnet, exactly perpendicular 

to the JBagnetic meridian. To do this, suspend the magnet 
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by its centre of figure, and let it take up its position on the 
magnetic meridian. Then noting this position turn the 
magnet through exactly 90° and fix it there. 

§ X In order that the values in the above formulae should 
be expressed in absolute measure, consistent with that 
hitherto adopted, we must be careful to measure i in cen- 
timetres and grammes. As an example, the moment of 
inertia of a rectangular prism of steel, two centimetres long, 
and with a square section, each side of which measures 
two millimetres, and weighing 1-248 grammes is 

I = 1*248 — = '004116,. 

3 
— -I- — - is the square of the radius of gyration.* 

To convert the value of h found by the above formulae 
into grammes, divide by the value of g in centimetres 
(981*4 at Glasgow). The mean horizontal component h in 
England for 1862 was 0*175 (centimetres, grammes, seconds) 
in absolute measure. If a free unit pole weighed one gramme, 
it would, under the action of the horizontal component of 
the existing magnetism acquire a velocity of 0*175 centi- 
metres at the end of a second. To convert this value into 
English absolute measure (grains, feet), we must multiply it by 
21*69. 

§ 8. The value of i for a given magnet or other suspended 
mass of simple form can as above be calculated from 
measurements of its figure and its specific gravity or weight ; 
but when the form is complex and the suspended mass of 
various materials, it is better to determine i experimentally 
by comparison with a body of known moment of inertia. 
To do this, first observe the time of one complete or double 
oscillation / of the magnet (directed by the earth's force 
alone), and then add some weight of simple form with a 
known moment of inertia ij, and observe the time /j in 
which the compound body completes an oscillation ; then, if 

» T?ankine*s ' Applied Mechanics,' | j'jS. 

K 2 
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n be the number of oscillations per second, / = - and we 

have from equation (2) 

I - MH /2 . I 4. I - M H ^ 2 . 

47r^ 47r' 

or I : I + ij = /2 : /i* ; whence 

t = ^. . . (6) 

The method by which the value of t [or the line ^] was 
calculated in § 5 enables us to determine the intensity of the 
field at any point due to a magnet, so soon as the moment m 
and length / are known. The action of each pole on a unit 

pole at the distance r will always be equal to — = -j-^'f 

and by compounding the forces due to each pole we obtain 
the resultant in direction and intensity. 

The magnetic moments of two magnets of known mo- 
ments of inertia i and ii can be compared by means of their 
times of oscillation / and t^ in the same magnetic field ; 
it follows from equation (2) that 

^ • ^1 =72 • ^ • • • (7) 

Similarly, the horizontal intensity of two magnetic fields 
can be compared by observing the times t and t^ required 
for a complete oscillation of any given magnet in the two 

-fields : 

H : Hi = /i^ : /2 . . . (8) 

In making this experiment, we must not assume the 
constancy of any given magnet even for two successive 
days. • 

§ 9. In calculating the effects of a real magnet, we must 

never forget, that although we may experimentally deter- 

mlne the value of m /, we cannot really separate m from /, 

because we can never feel certain that the length / is equal 
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to the length of the magnet, or to any given fraction of it. 
If the material were uniformly magnetised, i.e. if it would 
form a number of absolutely equal magnets when cut up 
into a number of absolutely uniform pieces, then, indeed, the 
length / would be the exact length of the magnet. In any 
actual magnet the strength of magnetisation is found to fall 
off near the ends, and this makes / shorter than the length 
of the magnet ; moreover, the distribution of electricity is 
such that the magnetic field produced by it is different in 
many respects, from that which could be produced by poles. 



CHAPTER VIII. 



ELECTRO-MAGNETIC MEASUREMENT. ACTION OF CURRENTS 
ON CURRENTS AND ON MAGNETS. 

§ 1. The series of units described in Chapter V. would 
suffice for all electrical purposes, but they are not very well 
adapted for the calculation of the effect of electric currents 
upon one another, or upon magnets. 

We obtained the set of electrostatic units from a series of 
equations which did not involve the forces acting between 
currents and magnets; starting from the measurement of 
these latter forces, we obtain a distinct system of units, 
which will be termed electro-magnetic units, from a series of 
equations which do not involve the forces of electrostatic 
repulsion and attraction, Electro-magnetfc units are more 
commonly used in telegraphy than electrostatic units. In 
Chapter VI. § 12 a definition of the unit current was sug- 
ge^-ted, depending on the force with which a current acts on 
a magnetic pole. According to thfs definition, the unit 
current is such that every centimetre of its length acts with 
unit force on a unit magnetic pole at a distance of ox\^ c^tl- 
tim^tre from all parts of the current To o\>\.^vcv \iwv?»\afiX 
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condition the wire conveying the current must be bent in a 
circle, at the centre of which hangs the free magnetic pole. 
The force (/) exerted on the pole of a magnet in its 
neighbourhood is proportional to the magnetic strength (m) 
of the pole of the magnet, and to the strength of the cur- 
rent c ; and if the conductor be at all points equi-distant 
from the pole, the force is proportional to the length 
of the conductor l. It is also inversely proportional to 
the square of the distance k of the pole from the conductor, 
and is affected by no other circumstances. Hence we have 

/=£i^ ... (I) 

from which c == -'- — , giving the definition of the unit 

L 171 

current stated above. 

§ 2. Let us use the capital letters q, i, r, c, and s to 
indicate the quantities in electro-magnetic measure which 
were indicated by ^, /, r, ^, and s in electrostatic measure ; 
then, taking the unit of current as determined by the 
equation in § i, we have, from the equations q = c /, 

I = — , R = — , and s = — , a complete new series of 
Q c I ^ 

units bearing a definite ratio to the electrostatic units ; by 

experiment it has been found that c = 28,800,000,000 c. 

This numerical coefficient will be termed v. 



c=£ 

V 



V 



1 =z V t 



K =: V^ r 






The above series of equations express the relations be- 
tween the numbers expressing electrical magnitudes in the two 
series of units ; they all follow directly from the fundamental 
equations. The relations of the electro-magnetic units to 
one another, and to the mechanical units may be summed 
up as follows : The unit current conveys a unit quantity of 
electricity per second across any section of the circuit. The 
unit current will be produced in a cVrcuVl oi uivk resistance 
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by the unit electromotive force. The unit current in a con- 
ductor of unit resistance produces an effect equivalent to the 
unit of work per second. I.ast!y, the unit current flowing 
through a conductor of unit length will exert the unit force on 
a unit pole at a distance of one centimetre. It is this last 
condition which is peculiar to the deciro-magnetie series. 

§ 3. Let a very short magnet n ilFig. 67), say \ inch in length, 
be freely hung at the centre of a circular 
coil A, of considerable relative diameter, "^ ^' 

say 18 inches, and let the plane of the 
coil be placed in the magnetic meridian, 
then the value c in electro- magnetic 
measure of any current passing through / 
the coil and deflecting the magnet ^ 
through the angle 8, is given by the fol- 
lowing expression : 

c = iL^ tan e ... (z) 

where H is the horizontal component of the earth's magnetism 
and L is the length of the wire forming the coil. All dimen- 
sions must be in centimetres if h is measured in the units 
already adopted. 

From this equation we see that the current will be pro- 
portional to the tangent of the angle of deflection, and a 
galvanometer of this construction is therefore called a tangent 
galvanometer ; moreover, knowing the value of h, we shall, 
with tangent galvanometer, be able direcdy to measure 
currents in absolute measure, independently of any know- 
ledge of the magnetic moment of the needle employed, and 
independently also of any peculiarity in the instrument used. 
A current so measured in Australia is therefore at once com- 
parable with a current measured in England. 

The resultant electro-magnetic force {/) exerted at the centre of a 
circular coil of radius k, by the current c, will by equation r be/— ^ ■ 
the two poles of a sJiort magnet hung in die ceiAYe, "wWo. \«. ikmpi«qr 
a\is ia tbe plane of the circular coil, wiU experience «visl.a.tA a^^^*» 
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forces, each equal to f /», where m is the strength of each pole of the 
magnet. If / be the distance separating these poles or forces (equal 
sensildy to the length of the magnet), then the magnet experiences what 

is termed a couple, the moment of which i&fml =■ 



k"" 



Let N s 



Fig. 68. 



V(- 



•• 'i. \ 

"■■•"irT: 



is now cos 



I 

C L /» / 



be the plan of the magnet (Fig. 
68) as it hangs in the plane of 
the coil of wire, and let Ni s^, 
making an angle 6 with N s, be 
any new position which it takes 
up under the influence of the 
current. Then, supposing the 
magnet to be small compared 
with the diameter of the coil, 
the poles remain sensibly at the 
centre ; the force / remains the 
same, but the perpendicular dis- 
tance Ni c between the poles on 
which the equal and opposite 
forces are exerted is now equal 
' to / cos 0t and hence the couple 

This couple is opposed by the directing couple 



-^ 



•\ 



:j 



due to the earth's magnetism. Let us call H the horizontal component 
of the earth's magnetism at the place in question ; then the force due 
to its action on each pole will he Km; the perpendicular distance Sj c 
separating the two parallel forces will be / sin 0, and whole couple will 
theretore be sin H f» / ; and when the magnet is in equilibrium, under 
the combined forces of the directing current and the earth's magnetism^ 
we have 

■ sinOHw/; whence 



cos 



>6» 

smO H>6» 

cos L 



tan 



hJ^ 



§ ft. All the relations between force and currents of a given form and 
strength may be deduced mathematically from the following theory, 
due to Ampere, i. The force with which two small lengths or elements 
of currents act upon each other is in the direction of the line joining the 
centres of these elements, and this force is inversely proportional to the 
square of the distance between the elements. 
-a Zet there be two short wires m n and m^ n^ ^F\^. 69^, parallel to one 
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another, and perpendicular to the line d joining theii* centres. Let 
the current c flow through m «, and ^1 through m^ «i ; then the force 
with which these two little elements of currents attract one aniotlier if 
flowing in the same direction or repel fig. 69. 

one another if going in opposite direc- m m , 

i I 1 "I 



. . . C Cy 

tions IS — - 



d^ 



«, 



3. If the two short wires be placed as in Fig. 69a, so as to lie in the 
direction of the line d joining their centres, tfae force acting between 
them is half the above : it is a repulsion if ^^^^ g 

the currents flow in the same direction, an ^^ ^ ^^ 

attraction if they flow in opposite directions. * 

4. If the two short wires be placed so as to 

be both perpendicular to the line d^ but so that m nis also perpendicular 
to /»i «i, as in Fig. 69^, then the currents neither attract nor repel one 
another. 

5. Let A B (Fig. 6gc) be any short wire con- m 
veying any current c in any direction relatively I— 
to the short wire Ai Bi, conveying another ^ 
current c^. Let the line i/ join the centres of 
A B and Aj Bj ; draw the line Xi in the direction of d and drsLwy^. Per- 
pendicular to Xi, and of such magnitude that the resultant of two forces 
yi and Xi would be equal to the current c-^, and lie in the direction 
Ai Bj. On a similar plan draw y parallel to ^1, and draw x and z, 
rectangular components such that if ^, x, and z were forces, their re- 

FiG. 6gc, 



Fig. 6gd. 
^ d 



«i 








sultant would be equal to c, and lie in the direction Aj Bj. Then 
the resultant action of the current in A B on the current in A^ B^, will 
be the sum of that of the three currents^, x, and z on the two currents 
^i and Xi, We may observe that this reduces itself to the sum of the 
action of x on x^, which we can calculate from 3. above added to the 
action of y on y^, which we can calculate from. 2. a.boN^ \ ^<k. % Ss» 
moperative on ^j, jf does not attract or xepeV x^^ tiox ^-Ci^^ -v v ^^^x****- 
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or repel x. In dealing with wires of any considerable length, the 
action of each little element of one wire on all the elements of the other 
must be taken into account, and the results summed. This summation 
or integration gives the results detailed in the following paragraphs ; 
and these results, being confirmed by experiments on closed circuits, 
establish the truth of the theory as applied to closed circuits. 

It follows from the above theory, that the action of a small closed circuit 
at a distance is the same as that of a small magnet having its axis placed 
perpendicularly to the plane of the current, and having a moment equal 
to the product of the current into the area encompassed by the circuit ; 
thus, if the circuit be circular, the moment of the magnet will be Cir /^. 
Let two small circles, with radii k and k^, be placed at a great distance 
D from one another, in such a manner that their planes are at right 
angles to each other and that the line D is in the intersection of the 
planes. Let an equal current c circulate in each of these conductors ; 
forces will act between them, tending to make their planes parallel and 
the direction of the currents opposite; these forces will produce a 
couple, of which the moment will be 

M = L ... (3) 

If now, M, D*, IT k\ IT k^ be all made unity, this will give a value for the 
unit of current C, which will be the same as that founded on the action 
between a current and a magnet. It also follows that the unit current 
enclosing a circle of unit area will produce the same couple on a magnet 
at a distance as would be produced by a small magnet of unit moment. 

§ 5. We found one means of measuring the strength of a 
current by comparing the magnetic field it produced with 
the horizontal component of the earth's magnetism h. We 
may determine or measure the strength of a current in the 
same units by measuring the action between different parts 
of the current itself as determined by Ampere's theory. 

Let a coil of wire a be hung inside a larger coil b (Fig. 70), 
and so directed by means of its suspension that, when no cur- 
rents pass through the two coils, the plane of a is perpendicu- 
lar to that of B. When one and the same current is allowed 
to flow simultaneously through a and b, they experience a 
deviating couple proportional to c^ and depending for its 
absolute value on the value of the diameters k and ki of 
^ and B, and on the number of tuitis v siiid v^ in these 
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Fig. 70. 



coils. If the plane of the coil b be so turned that, when 
the curr-ent is passing, the plane of a lies in the magnetic 
meridian, then the only couple tend- 
ing to bring a back into its original 
position will be that due to its sus- 
pension. Then calling the deflec- 
tion or angle between the planes 
of the coils 0, expressed in circular 
measure, we have 



= \/ " 



d 



(4) 




cos 

where a is a, constant, varying in 
different instruments, but which for 

any one instrument can be found experimentally or deter- 
mined once for all by the maker. This method was first 
employed by Weber, and the instrument is called Weber's 
Electro-Dynamometer. 

Let us call the directing couple G and the deviating couple M. When 
the coil A is in equilibrium, M = G. The value of G depends on the 
mode of suspension ; if it be by a single wire, the torsion varies simply 
as the angle of deflection 6, or 

G = Ai e . . . (5) 
where fi stands for the expression 



4 y' «g I 



__ 4-jr^l _ 4ir» Ii 



(6) 



in which the several letters have the same meaning as in Chapter VII. 
§ 8 ; I being now the moment of inertia of the suspended coil instead of 
the suspended magnet, and i^ the moment of inertia of a mass of simple 
form added to determine experimentally the value of I. 
The value of the deflecting couple is given by the equation 

M = /S c* cos e . . . (7) 

• 

in which /S is a constant determined by Ampere's theory. Let k be the 
radius of the large coil B, k^ the radius of the small coil A. Let k^^ be 
the distance from the centre of coil a to the periphery of coil B ; yJ^ ^ k 
when the coils have a common vertical axis ; let v be the number of turns 
of wire in the large coil ; v the number of turns in the small coil^ ^^sql 



/5 



•11 



2 »« V 2/ k^k^ 



^^ 



/ 
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Since M = G from equations (7) and (5) we have 

C 



-yi 



cos 6 



(9) 



The values of iS and /x are evidently constant for any one instrument. 

If the suspension is bifilar, equations (5) and (6) must b« modified : 

we then have 

G = jiA sin 6 , . . (10) 
and 



/* = 



4»'i] 



'^'(' ^ ^0-^' 



(") 



where w^ is the weight of the added mass and w the weight of the 
coil A. 
Then from equations (10) and (7) we have 



C - / -^ tan e . . • 
for both cases, where is small, 



(12) 



V /A 

being in circular measure. 

§ 6. The following is another method, due to F. Kohl- 
rausch, of measuring currents in absolute measure by means 
of a tangent galvanometer and a single coil suspended by 
two wires. 



Fig. 71. 




Let a. coil A (Fig. 71) of ^ radius and n tvxms\ie\v\SLTi^\i^ a. 
oi^ar suspension, with its plane perpeTid\oi\2ii \.o \5cie ^\axA 
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of the magnetic meridian. Observe the deflection pro- 
duced in this coil by the current c and the simultaneous 
deflection 0i produced by the same current on the needle 
of a tangent galvanometer b of radius k^^ then 

c ^ ^':rz~;^:^t^ . . . da) 

The coil a, when the current c flows through it, is equivalent to a 
ma^et of the moment c « ir ^ ; and calling H the horizontal co n- 
ponent of the earth's magnetism, the couple experienced by the coil 
when deflected through the angle B will be H c « ir >^ cos Q, The 
directing couple due to the bifilar suspension is f* sin ©. Hence, when 
the one balances the other, 

H c « IT >&2 cos = ^ sin 
and c = — -- tan © . , . (14) 

The value of /x can be found as by the last section. From this 
equation alone we might find c in terms of H; but we have also, 
calling ©1 the deflection produced by the same current c passing through 
the tangent galvanometer of radius ^j, 

C « liiil tan e, 

L 

hence, eliminating H, we have equation (14) as given above (eliminating 
c, we might find H from the same equations). It should be observed 
that « IT >&2 is more strictly the sum of the areas enclosed by the turns 
of different diameter of which the coil is composed. 

§ 7. Let a current traverse two wires in succession, each 
bent so as to enclose a circle of the radius k. Let these 
wires be hung in parallel planes at the distance a, with their 
centres in the same axis. Then, if the current be sent 
round the wires in the same direction, they will attract one 
another ; if in the opposite direction, they will repel one 
another with a force 

F x= 4 7rc2| . . . (15) 

If two coils, each containing n turns, be thus hung, the 
force with which they attract or repel each other will be 



142 



Electricity and Magnetism, [Chap. Viii. 




hence, knowing the current, we can determine the force, or, 
weighing the force, can measure the current. 

By placing two fixed parallel coils, a and b, opposite each 
other, as in Fig. 72, and passing a current round them in 

opposite directions, we 
* ^'' obtain a sensibly uni- 

form field of magnetic 
force between the flat 
coils. If a third flat coil d 
be hung between them it 
will be attracted by one 
illlOSftf W)^^^ ^^ 4ifJ 2tnd repelled by the other, 

III ((JSmTO]^ ^^/^ ^^^ ^ good electro-dy- 

namometer may be con- 
structed on this principle. 
The actual value of the 
current corresponding to a given couple experienced by the 
suspending wires e and/, indicated by the torsion of a wire, 
is experimentally determined once for all by comparison with 
a standard instrument. A second suspended flat coil d, is 
required to make the system independent of the earth's 
magnetism, and this coil Dj may advantageously be placed 

between two more fixed flat coils 
arranged so as to double the couple 
experienced by the suspended system. 

§ 8. The intensity of the magnetic field 
produced by a circle at any point B on an axis 
perpendicular to the plane of the circle is 
given by the following formula : 

Let A c (Fig. 73), the radius of the circular 
conductor, be « k. Let c = the current. 
Let A B =1 j:. Let F ■= the intensity of 
the field. 



Fig. 73. 




B 



ThenF « . . 

At A, the centre of the coil, the intensity is 



(17) 



Ti - 



2irC 



^I81 
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Let an insulated wire be wound round a cylinder of the length 2 /, 
forming a spiral. Let the distance of the point tf (Fig. 74) from the 

Fig. 74. 





nearest end of the cylinder = m o = a. If the point were inside the 
spiral, a would be affected with the negative sign. 

Let the line joining an element of a spiral with M « «. 

Let the number of turns be «, then the intensity of the magnetic field 

at M is 

Qtt ft / a + 2/ __ ff \ ' 

Let the angle A M o » if', and the angle B M o » ^^ ; then 

T » — — (cos \fr — Tf^i). 

This applies to inside as well as outside, remembering that cos \^i 
will be negative inside the spiral, so that We have virtually cos ^ 
+ cos xf'i. 

The force is at a maximum in the centre. 

Call the diagonal of the spiral 2 d ; then the intensity of the magnetic 

field at the centre will be 

2 C IT « 
F« ^— . 

If the length of the spiral be 40 times its diameter, the intensity of 
the magnetic field does not vary by 6ne per cent, throughout J of its 
length, and not 'i per cent throughout ^^ of its length. 

§ 9. A long spiral of insulated wire of small diameter 
relatively to its length is commonly called a solenoid, 
although, strictly speaking, this name applies only to a series 
of perfectly parallel and equal rings all perpendicular to a 
common axis and in all of which an equal current is flow- 
ing. The material representation of the solenoid differs 
experimentally little from its hypothetical type. We have 
seen that a current flowing round a circle or a s»^\\&'5» ^^ 



144 Electricity and Magnetism. [Chap. VIII. 

circles in one plane acted upon a magnetic pole or upon an 
electric current at a distance as if it were a short magnet of 
the moment cwk k^^ where n is the number of turns. 
If a solenoid beginning at a were very far prolonged 

towards b, it would act on all points 

'°* ^^' within a finite distance of a, as if at a 

WWSSiWKSiSSKi^ there was a magnetic pole of the strength 

c n tr k^y in which n is the number of 
turns in the solenoid per centitnttre. 

An actual solenoid acts as if two such endless solenoids 
were superposed, having the same current flowing through 
them in opposite directions ; one beginning at a and the 
other at b. Then we should have one north pole, say at a, 
and one south pole at b, and all the rest of the turns 
cancel one another; hence the magnetic moment of 
the solenoid \%Q,mr k^ i., where l is its length. 

If keeping the actual number of turns constant we 
shorten the length l, we increase n just as we diminish l, 
so that the moment does not vary. 

Imagine a watch hung in a solenoid in such a position 
that the current circulates with the hands of the watch. 
Then the south pole will be at the end towards which the 
face of the watch is turned. 

§ 10. If a magnet be hung with its north pole downwards 
over the centre of a vertical solenoid in which the current 
is circulating in the direction of the hands of a watch 
(looking at spiral and watch from above), then the north 
pole will be attracted when outside the solenoid, as if by 
a south pole ; it will continue to be sucked into the solenoid, 
even after entering in it, although the force with which it 
is pulled down will diminish. The south pole of the 
magnet is repelled upwards, but with less force than the 
north pole is sucked downwards. When the centre of the 
magnet has reached the centre of the solenoid, the magnet 
will be in equilibrium so far as magnetic forces are con- 
cerned; if allowed to fall further, the magnetic forces will 



Chap. VIIL] Electr(hmagnetic Measurement 145 

resist the motion, and if the current be powerful enough, 
these forces will carry the weight of the magnet and prevent 
it from falling further. 

Feilitsch made the following experiment, showing how" 
the force diminishes, using a magnet lo'i centimetres 
long, 2*03 centimetres diameter, weighing 23*678 grammes, 
and a spiral or solenoid of 126 turns, 29*5 centimetres long, 
and 12*9 centimetres internal circumference. The following 
table gives the distances a of the centre of the magnet from 
the centre of the spiral, and g the force in milligrammes : 

a. 187 I 167 147 127 107 87 I 67 47 I 27 -07 I —'13 

g, 190 I 382 493 474 313 115 I 32 16 I II 2 1-1 

The poles of the magnet when in equilibrium inside the 
solenoid are placed relatively to the spiral, as if the spiral 
had magnetised a piece of soft iron of the same length. Soft 
iron is therefore drawn in just as the magnet would be, and 
the north pole of the soft iron corresponds to the north pole 
of the solenoid. 

§ 11. A hollow magnet does not in this respect resemble 
a solenoid. 

If the north pole of a magnet a were introduced into the 
interior of a hollow magnet b at its south pole, a would be 
repelled from b after it had penetrated to a very short 
distance ; and if a rod of soft iron was placed inside a hollow 
steel magnet, the north pole of the magnet would induce a 
south pole in the end of the iron next it 

This experiment proves conclusively that we cannot re- 
gard a magnet as simply produced by a series of currents 
. circulating round its exterior periphery ; but y\g. 76. 

it agrees with the hypothesis that the OlTf /v 

magnet consists of an immense number of O ^^ 

little solenoids lying side by side. In fact, O ^ rnV 

conceive a number of such solenoids, side O J^^ * 

by side, the end views of which are shown, ^/^ ^ C^^ 
as in Fig. 76, with the current flowing in ^v/ Jj) t 

the direction shown by the arrows, \iitiv. 2D^ ^"^ ^'eskfeT^s* ^\ 

14 
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each little circuit inside the ring would move in the direc- 
tion followed by the hands of a watch ; all the elements 
outside would move in the opposite direction. On a point 
at y the former would be most powerful ; on a point at ^, 
the latter \ the radial currents counteract one another, for 
there are as many in one direction as in the other. 

§ 12. For general purposes, we may regard a solenoid as 
equivalent to a magnet, so far as regards all points outside 
of the cylinder; the effect of introducing soft iron into the 
interior of the cylinder is to make the field of force outside 
the cylinder, more intense. It may thus become as much as 
about 32*8 times more intense than before. The direction 
of the lines of force is very little altered. Fig. 77 shows 

Fio. 




Fig. 78. 




roughly the field of force due to a solenoid, Fig. 78, the field 
of force after a soft iron wire has been introduced. The soft 
iron wire concentrates the lines of force near the poles, 
and thus over a limited space enables the current passing 
through the solenoid to produce very powerfiil effects ; its 
action in this respect is somewhat analogous to that of a 
lens used to concentrate light on a spot where illuminating 
action is required. 
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CHAPTER IX. 

MEASUREMENT OF ELECTRO-MAGNETIC INDUCTION. 

§ 1. A DESCRIPTION of the principal phenomena of magnetic 
induction has already been given, and we will now con- 
sider how to estimate numerically the effects produced 
under various circumstances. 

Electro magnetic force, — When the intensity of a given mag- 
netic field produced by a magnet or by electrical currents, 
has been determined, the induced current produced in a con- 
ductor moving in that field is easily determined. Every part 
of the conductor moving in a field and conveying a current 
(induced or not) is acted upon by a force perpendicular to 
the plane passing through its own direction and the lines of 
magnetic force in the field. This force is equal to the 
product of the length of the conductor into the strength of 
the current in electro-magnetic measure, the intensity of the 
magnetic field, and the sine of the angle p^^ 

between the lines of force and the direc- 
tion of the current. Thus, if A b (Fig. — 

79) be the element of the conductor, 

and the lines of force be in the plane : 

of the paper as dotted, then the direc- * f 

tion of the force due to the field and j »} 

current is perpendicular to the plane oi ^ ^ 

the paper. Let the intensity of the magnetic field = t, 
the strength of the current in a b = c, the angle A b c = a, 
and/= the force. 

Then /=tc x ABsina . . . (i) 

The force is exactly the same as if the conductor, instead 
of being of the length and in the direction a b, were really 
of the length and in the direction AC, "Ltl K^i^\%,^^ 

L2 
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represent a piece of the conductor in which a current c is 

flowing from a to c. Let d o 
be the direction of the lines of 
^ magnetic force so that a mag- 

net N s would place itself in the 
iield as shown in the figure. 
The force/ experienced by the 

conductor will tend to lift it 

•<-^ W perpendicularly to the plane 
* ^V ADD. Let FO represent in 
jj^ magnitude and direction the 
current c and d o the magni- 
tude and direction of tiie intensity of the magnetic field, 
then / per unit of length = t c sin a, but c sin a = the 
perpendicular distance from e f to o d and h » d o ; hence 
the area of the parallelogram efod ^/per unit of length. 
A current flowing from east to west is lifted by the earth's 
magnetism. The following is a rule by which to remember 
which way the magnetism of any field would impel any cur- 
rent. Place a corkscrew perpendicular to the plane efod 
and turn it, as shown by the arrow s, from the direction of 
the current to the direction in which the north end of the 
compass needle would point, the screw will then move in 
the direction of the force. 

§ 2. Electromotive force, — If the conductor a b is moved 
along the plane in which o f e d lies, its motion is perpen- 
dicular to the forces acting upon it, and no work is done 
either by or upon a b. When this is the case no induced 
current can be produced in a b, either in augmentation or 
diminution of the original currents, for no work is done by 
the motion or required to produce the motion ; a current 
can only be increased by the exertion of energy upon it, and 
diminished by expending its energy. 

If, however, the conductor moves in the direction o h 

("Fig. 80), or across the dotted lines in a direction perpen- 

dicular to the paper (Fig. 79), the motion is either helped 



Chap. IX.] Electro-magnettc Tndtiction. 149 

by the force or opposed by . it. To move the conductor 
against the force, we must do work. The measure of this 
work is the product of the force into the distance moved 
against it. If the conductor moves obliquely across the 
lines of force it is resisted with a force proportional to that 
component of the motion which is perpendicular to the lines 
of force, and the work done is equal to the force multiplied 
into this perpendicular distance. 

The work done on the conductor is found by observation 
to be represented by an increment or diminution in the cur- 
rent flowing through that conductor ; now the work done 
by a current is by definition equal to e q = e c /, where 
E = the electromotive force acting between the ends of the 
conductor. 

If a unit length of the conductor be moved a distance l 
across the lines of magnetic force in a field of intensity h, 
the work done will be/L = c h l : hence, as the work done 
by the cmrent must be equal to the work expended in 
moving the conductor, we have e c Y = c h L 

or E = — - . . . (2) 

Now — is the velocity with which the conductor is moving, 

so that the electromotive force per unit of length is equal to 
the intensity of the magnetic field multiplied into the velo- 
city of the motion. 

This law still holds good if the motion be oblique to the 
lines of force, provided l be the component of the motion^ 
perpendicular to those lines ; and if the conductor a b was 
also oblique to the lines of force, the unit length must be 
measured perpendicular to those lines of force. Thus^ let 
the direction of the lines of force in a magnetic field be 
represented by o Oi ; let (Fig. 81) « ^ be perpendicular to o Oj 
in the plane a o Oj, let a « and b ^ be perpendiculars let fall 
from A and b on the line a by and let ab be moved to 
the position Aj Bj, so that po^, perpexi4\c.u\ax \.o ^'^^^JssbssR. 
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AOO|, represents the distance a b has moved across the 
lines of force ; then the e. m. f. due to the motion ivill be 




Observe that ike unit dedromotive force will be produced by 
a rod of unit tengtk moving ivith unit velocity across a field of 
unit intensity. 

§ 3. Let there be two fixed rails c D and e f (Fig. 8z) in 
a plane perpendicular to the lines of magnetic force oo,. Let 
the bars a b and i k, perpendicular to the lines of magnetic 
force, complete a closed circuit a b i k, round which a current 
might circulate. Then if a B be moved downwards with 
the velocity v, the electromotive force due to induction will 
be H X A B X V ; but this product is equal to the number 
of lines of magnetic force subtracted from the area of the 
closed circuit per unit of time ; hence, calling this number n, 

we find that the e. m. f, = -. The direction of the current 

produced by this e. m. f. would be such as to oppose the 
motion, i.e. Irom a to b. If I K were moved at the same 
rate in the same direction there would be an equals, m. f. in 
1% tending equnUy to produce a cunent from i to K, and this 



C HAP. IX. ] Electro-magnetic Indttction. 1 5 1 

would balance the e. m. f. in a b,- so that no current would 
flow. In this case the motion of i k would add just as many- 
lines of force to those crossing the area a b c d as the motion 
of A B would subtract, so that the total number n added or 
subtracted would be nil, and the electromotive force on the 
whole would also be nil. 

If I K moves fastest, its electromotive force would be 
greatest, and the difference between the e. m. f. ini k and in 

A B would be equal to JL_Z — ^ calling Nj the number of lines 

cut by I K during its motion ; the current would then run 
round the parallelogram from i to k b a. Similarly, if a b 

moved fastest there would be a resultant e. m. f. = -^ — ^ 

sending a current from a to b k i. Hence in both cases the 
E. M. F. in the current would be equal to the number of lines 
of magnetic force added to or subtracted from the area per 
second. Now it follows from the principles developed in the 
previous paragraph that this is true not only of this simple 
case but of all cases whatever. I^t the circuit be of any 
shape whatsoever and moved in any direction, the e. m. f. 
tending to send a current round the circuit due to motion 

in a magnetic field will be -. 

§ 4. All apparatus for showing the phenomena or in- 
duction with a fixed pair of rails would be extremely difficult 
to construct ; the motion could not be continued for any 
length of time, and the resistance in the p^^ g 

circuit would vary at each moment, as 
the stationary portion was shortened 
or lengthened during the motion of the 
bar. Let a closed circuit (Fig. 83) rotate 
in a uniform magnetic field, and for sim- 
plicity sake let us suppose the field uni- 
form, the circuit circular, and the axis 
perpendicular to the direction of the lines of \x\!ajg!^fcVSs:. 
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force. Let the rotation be in the direction of the hands 
of a watch held with its face upwards ; let the direction 
of the lines of magnetic force be perpendicular to the 
plane of the paper, and such that a north pole would 
be impelled from the spectator down through the paper. 
Consider the short elements a b and c d, which are sen- 
sibly parallel to the axis and perpendicular to the lines 
of magnetic force. When these are just crossing the 
plane of the paper they are moving in the direction of 
the lines of magnetic force, and a current in them would 
neither be assisted nor resisted ; but when the circle has 
made a quarter of a turn they are crossing the lines of 
force at right angles. If the current in a b is descending, 
the motion of ab will be resisted by the lines of force, for 
a descending current in ab would impel a north pole in 
front of the paper from right to left, and would therefore 
itself be repelled from left to right. (The north pole must 
be in front of the paper to give lines of force which would 
repel a free north pole from the spectator to the paper.) 
Hence while a b crosses the lines of force an e. m. f. is 
produced in it, tending to send a current downwards. The 
same is true of each element in all the semicircle m abn, the 
E. M. F. diminishing in each element proportionately to the 
sine of the angle between the element and the lines of 
force. Next, consider the element CD. This is simul- 
taneously crossing the same lines of force in the opposite 
direction. This motion would be resisted by an upward 
current; hence the electromotive force in the semicircle 
N D c M will be from n towards m or upwards through this 
half of the circle. 

Thus in both halves of the circle the e. m. f. tends to 
produce a current moving from m to a b, n, d c, and back 
to M. * 

This electromotive force will evidently be strongest at 

all points of the circle when this is crossing the lines of 

force at right angles, i,e. when the plane of the circle is i» 
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the direction of the lines of force. It will begin feebly as 
the circle in its rotation leaves the position sketched and 
advances as shown by the arrow, for at first the inclination 
of the direction of each element to the lines of force will be 
small ; and again, after reaching its maximum, this inclination 
diminishes until it becomes nil after half a turn has been 
made. During the next half-turn, while m a b n is behind 
the paper, the e. m. f. will tend to send current up from a to 
M through B a; the direction of the current will therefore, 
during this half-turn, be reversed in the material circuit. 
Relating to a fixed exterior point, the current is, however, 
always in one direction, though varying from zero to a 
maximum at every half-revolution. The circuit might evi- 
dently be not a single circle but a coil of wire. The e. m. f. 
would increase with the length of the coil. If, however, the 
only resistance be that of the coil, the current will be 
constant whatever number of turns were taken, for the 
resistance will increase in the sam^e proportion as the elec- 
tromotive force. If some exterior constant resistance be 
connected with the coil, by sliding contacts near the 
axis, the current will be larger with many than with 
few turns. 

There is no difficulty in calculating the exact electromotive 
force due to a coil of any given shape rotating in any mag- 
netic field, except the mathematical difficulty of summing 
up the different e. m. f. in all the different elements of the 
coil at each moment, or, what comes to the same thing, 
determining the value of n during the motion. 

It is now clear that the electromotive force produced by 
the motion of a closed circuit in a magnetic field of known 
intensity can be expressed in terms of that intensity and of 
velocity only ; this measurement gives the value of the e. m. f. 
in absolute electromagnetic measure. We have also seen 
how to measure the value of any current c in the same 

measure, and since R = - in any circuit, the resistance 
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of that circuit can be experimentally determined by measur- 
ing the values of e and c When the resistance of a single 
circuit has been thus ascertained, a material standard coil 
equal to some multiple of the absolute unit can be prepared 
by comparison with this experimental circuit When this 
has been done once for all, the resistance of other conductors 
can be easily determined by comparison with this standard. 
The following statements describe the experiments by which 
such a standard has been prepared. 

§ 5. Let us consider a circular coil of radius K rotating with an 
angular velocity A in a field of the intensity H. Then during each half- 
revolution the number N, equal to w k* h, will be alternately added and 
subtracted. Every addition and subtraction tends to send a current in 
the same direction relatively to an external point. Let n be the number 

of turns per second, then n = — , and the total number of lines of force 

2ir 

added and subtracted per second will be 4 t k*h x — » 2 A k'h. 
The E. M. F. due to this will be 2 A K*H, and the equivalent current 

2 A K^H 

produced , where R is the resistance of the circuit If there be 

m turns the length of the wire in the coil L « 2 ir k m, and the area 

enclosed = t k*/w = — . The number of lines added per second ex- 

2 

pressed in this manner will be and the current = . This 

current may be measured on a stationary electrodynamometer or gal- 
vanometer, and when it has been thus measured in absolute measure 
the only remaining unknown quantity is R. 

§ 6. The determination of R by this method requires a knowledge 
of the intensity of the magnetic field H, and a contemporaneous measure- 
ment of the absolute value of a current. 

These two observations can be dispensed with by hanging, accord- 
ing to Sir William Thomson's method, a small magnet in the centre of 
the rotating coil and observing its deflection. The induced currents 
will all deflect this magnet in the direction of the rotation of the coil ; 
the couple exerted on a magnetic needle of the moment m /, when 

defected to the angle d, will be ^ \^ m I cos d. The equal and 
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opposite couple exerted by the earth's magnetism will be H /« / smd\ 
hence 

tan ^ = il^, or 

4K«R 

* " 4Fu^ ... (3). 

This gives a simple expression for the resistance of the circuit in 
absolute measure in terms of known and simple magnitudes. In prac- 
tically making the experiment several corrections have to be introduced, 
as for the inductive effects of the magnet on the coil. The experiment 
was carefully carried out by a committee of the British Association, and 
the absolute resistance of a certain standard determined in this way serves 
to determine the absolute resistance of any other circuit. 

§ 7. When the induction takes place, not in consequence 
of the motion of a wire in a magnetic field, but in con- 
sequence of the sudden creation of a magnetic field, as 
when a neighbouring current is suddenly commenced, the 
effect is exactly as if the wire had been suddenly moved 
from an infinite distance to its actual position on the new 
magnetic field. The electromotive force is in this case also 

equal to -- , where n is the additional number of lines of 

magnetic force introduced into the circuit in the time /; 
when the inductioyi takes place in consequence of the cessa- 
tion of a current, the electromotive force is in the opposite 

direction, and is equal to - ; where n is the number of lines 

withdrawn. If / be made very small, the e. m. f. tending to 
produce an induced current may be indefinitely increased ; 
and similarly if a current can be made to reach its full strength 
in a very short time, it will produce an e. m. f. in a wire close 
beside it much greater than that required to produce the 
original current. The wire in which the inducing current 
circulates, is often called the primary wire; the one in 
which the current is induced is called the secondary wire. 
§ 8. In order to determine the electromotive ihx.cA. 
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produced in a secondary circuit by the commencement or 
cessation of a current c in a primary circuit, we require tb 
calculate the number n of lines of force produced, cutting 
the surface inclosed by the secondary circuit. (Of course 
lines of force going in opposite directions through the 
surface must be reckoned positive and negative, and their 
addition made accordingly.) This number n divided by / 
gives the electromotive force. It is extremely difficult to 
determine /, for no current begins instantaneously, and the 
laws of its increase are extremely complex. The fact that 
the current is employed to induce a current or currents in 
secondary conductors, increases /. The statical induction, 
when sensible, increases /, and magnetisation due to 
currents increases /. The actual determination of the 
E. M. F. in any secondary circuit will not be here attempted, 
but the notions given serve to show how we may increase 
or diminish this e. m. f. in designing inductive apparatus. 

§ 9. I have now shown how, theoretically, resistance, elec- 
tromotive force, and currents can all be measured in abso- 
lute electro-magnetic measure. Quantity can be measured 
either by observing the total current which it produces 
when flowing away, for which purpose a simple method 
will hereafter be given, depending on the use of galvano- 
meters, or it may be measured by observing its electro- 
static effects, and being then known in electrostatic measure, 
it may be converted into electro-magnetic measure by mul- 
tiplication into the constant 28,225,000,000. Capacity is 
obtained by observing the quantity which the given con- 
ductor contains when electrified to a potential e. Theo- 
retically, therefore, we may be said, while studying the laws of 
electro-magnetic induction, to have discovered how it is pos- 
sible to measure all electrical magnitudes in this series of 
units. The practical methods adopted will be described 
hereafter. 

§ 10. The examples given of the modes of calculating 
Induced currents in the two simple cases of a straight bar 
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mo\ang across a uniform field, and a circular coil rotating 
in such a field, serve to show how all similar problems must 
be attacked. The exact solution of them requires mathe- 
matical analysis of the highest kind ; but correct views of 
the general nature of the effects to be expected are very 
readily obtained from the general elementary propositions 
now laid down. Thus it is easy to examine whether the 
electromotive force in some parts of the circuit is acting in 
a direction opposed to that in others ; if so, it is easy to see 
that to reduce the opposing action we must reduce the 
velocity of those parts, and place them in the weakest por- 
tion of the magnetic field, while the efficient portions of the 
circuit must be placed in the strongest portions of the field, 
and made to move with the greatest velocity. The best 
direction of motion is also easily ascertained. The general 
effect of adding to the length of the wire or coil in which 
induction is taking place is also easily perceived, and the 
object of making the coil of materials which have but little 
electrical resistance. Increasing the thickness of the wire 
does not at all increase the electromotive force, but inas- 
much as it diminishes the resistance, a thick and short wire 
may give a very considerable current, if outside the moving 
coil there be no considerable additional resistance to over- 
come. But if we desire a considerable or even sensible 
current through an external wire of great length, or of great 
resistance, then our inducing coil must be long in order to 
give great e. m. f., and in such a case its internal resistance 
will not greatly diminish the current, because it will not 
greatly increase the resistance of the whole circuit If cur- 
rents of very short duration are required, we may move oui 
coil or wire rapidly across a magnetic field of small size but 
great intensity, whereas if a current of longer duration is 
required, the motion must be prolonged, and it will be neces- 
sary to have a large magnetic field. 
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CHAPTER X. 

UNITS ADOPTED XS PRACTICE: 

§ L Ix the last cfaaptor I hare described the manner in 
which the strength <^a cmient maj be measured in electro- 
magnetic measure. The method, although not offering any 
extreme difficulty, is yet too complex ion continual use, 
and currents will certainly not be conmionly expressed in 
this manner, until dectrodjuamometers are habitually sold 
of such construction that by simply multiplying the observed 
deflection into a constant number, the strength of the 
current is obtained. 

The direct measurements of electromotive force and of 
resistance in the same series of units are stiU more com- 
plex. It is unnecessary that each electromotive force or 
resistance should be directly measured in absolute measure 
by these complicated methods. A standard of electrical 
resistance approximately equal to one thousand millions 
of absolute units of resistance (centimetre, gramme, second) 
has been prepared by a committee of the British Associa- 
tion. This standard is an actual wire of the required re- 
sistance. The measurement of any other resistance x 
in absolute measure consists, therefore, in a comparison 
of X with this standard or a copy. The process in this 
case is the same as that of measuring length in metres. 
Theoretically the measurement of a length x in metres 
means the comparison of x with a certain diameter of the 
earth; practically it means the,, comparison of x with a 
measure authorized by Government to be called a m^tre. 

§ 2. The standard of resistance has been called an ohm^ 
and is now in common use. 

Gauges of electromotive force ought for similar reasons to 

be issued, and might be of various forms. Thus the gauge 

might indicate a given difference of potential in virtue of the 
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attraction which two opposed plates exert on one another, 
or, even more roughly, in terms of the distance at which 
sparks pass across air between two given balls. There can 
be no doubt that within a few years gauges of this kind 
will be issued with the same authoritative stamp as attaches 
to the ohm. Meanwhile electromotive force or difference 
of potential is often expressed in terms of the electro- 
motive force produced by the special form of voltaic 
battery known as the DanielPs cell. The e. m. f. of this 
cell is about 100,000,000 absolute units, centimetre, gramme, 
second, and is fairly uniform. A much better standard of 
electromotive force is the cell introduced by Mr Latimer 
Clark, and described by him as follows, (Proceedings R. S. 
No. 136, 1872) : *The battery is composed of pure mercury 
as the negative element, the mercury being covered by a 
paste made by boiling mercurous sulphate in a thoroughly 
satiurated solution of zinc sulphate, the positive element 
consisting of pure zinc resting on the paste.* * Contact with 
the mercury may be made by means of a platinum wire.* 
* The element is not intended for the production of currents, 
for it falls immediately in force if allowed to work on short 
circuit. It is intended to be used only as a standard of 
electromotive force with which other elements can be com- 
pared by the use of the electrometer, or condenser, or other 
means not requiring the use of a prolonged current* The 
electromotive force of this cell is, in electro-magnetic units, 
1*457X10^ (centimetre, gramme, second), or 1*457x10* 
(metre, gramme, second). There is already a unit of 
electromotive force in practical use called a volt. The volt is 
intended to represent 10^ absolute units, centimetre, gramme, 
second ; the e. m. f. of Latimer Clark*s cell is i'457 volt. 

The capacity of a given conductor can be determined in 
absolute measure witii less trouble than either the electro- 
motive force or the resistance, and condensers of the 

approximate capacity of io,ooo.ow).ooo.ooo O'^ lo""*' absolute units, 
and called microfarads^ are in common use. 
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§ 3. We thus find that in ordinary electrical measure- 
ments, even when we require to calculate the relations 
between forces, work, or heat and electrical magnitudes, we 
need only compare these electrical magnitudes with known 
standards, these standards having been chosen with 
distinct reference to the units of force and work. To the 
ordinary electrician it is therefore much more important to 
know how to compare accurately one resistance with an- 
other, on,e current with another, and so forth, than to be 
able to determine resistances or currents in absolute mea- 
sure. Indeed, when an electrician is said to measure a 
current or a resistance, it is this comparison with a re- 
cognised unit, which is in all cases understood. The 
unit employed is important only so far as it is widely 
adopted and allows a more or less ready application of 
the measurement in formulae, involving other electrical 
magnitudes. The series of units most generally adopted in 
Great Britain have received distinctive names, and are all 
based on the absolute system. They are, however, all 
multiples or submultiples of the absolute units, which are 
themselves of inconvenient magnitudes. 

§ 4. The unit of resistance is termed an ohm and = lo^ 
absolute units (centimetre, gramme, second). 

The unit of electromotive force is termed a volt = lo® 
absolute units. 

The unit of capacity is termed a farad = — ^absolute unit 

The unit of quantity is that which will be contained in 
one farad when electrified to the potential of one volt: 
it has no distinctive name, and may be called a farad 
also.^ This unit of quantity = ^ absolute unit The 
absolute units referred to throughout are those based on the 
centimetre, gramme, and second. There is a strong objec- 
tion to the use of the words absolute unit, inasmuch as they 
do not indicate the series of fimdamental units on which 

' ^, Latimer Clark calls it a Wthtr. 
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the derived unit is based. The volt, farad, and ohm are 
free from this ambiguity. 

The unit of current is one farad per second ; it is one- 
tenth of the absolute unit of current, and is frequently 
termed for brevity a farad, just as in speaking of velocity 
we often speak of a velocity of loo feet, the words per 
second being understood. 

§ 5. Inasmuch as the electrician deals with magnitudes 
differing in greatness very widely from one another, it is 
convenient to use multiples and submultiples of the above 
units, each having its appropriate name. 

The megavolt = one million volts. 
„ megafarad = „ farads. 

„ megohm = „ ohms. 

Similarly, 

The microvolt = one millionth of a volt 
„ microfarad = „ „ farad. 

„ microhm = „ of an ohm. 

The following table (p. 162) gives the value of each unit 
in three systems of absolute units, in which the mfetre, 
centimetre, and millimetre, and in a fourth in which the milli- 
gramme is substituted for the gramme, are respectively made 
the basis or starting-point. 

When we require to convert measurements expressed to 
absolute units based on any given system of fundamental 
units into absolute measurements based on some other 
system, it is necessary, in order to calculate the multiplier or 
divisor to be used for the conversion, that we should know 
what are called the dimensions of the units. In other words, 
we must know at what power each fundamental imit enters 
into the particular derived unit ; thus, in the case of velo- 
city, which is perhaps the simplest derived unit, the dimen- 
sions are said to be— , or a length divided by an interval 

T 

of time, because the magnitude of the unit is directly pro- 

M 
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portional to the magnitude of the unit used to measure 
length, and inversely proportional to that of the imit used 
to measure time. Similarly the absolute unit of force is 
directly proportional to the unit of length and the unit of 
mass employed ; it is inversely proportional to the square 
of the unit of time used ; hence the dimensions of the unit ' 

of force are -^ . 

When we wish to convert a measurement expressed in 
absolute units based on the units l, m, t, (say foot, grain, 
second) into an absolute measurement based on some other 
system of units /, niy /, (say metre, gramme, second), we 

require to know the ratios -, -, -, of the actual mag- 

l M t 

nitudes of each pair of imits. Thus in the example chosen 

_ = 0-3048, — = '0648, - = 1 ; then to effect the conver- 
/ m t 

sion from English to French measure we must multiply the 

number expressing the measurement in English measure by 

each ratio raised to the power at which the corresponding 

letter appears in the expression for the dimensions of the 

unit. If the power is negative, we divide by the ratio 

instead of multiplying ; thus to convert a velocity expressed 

in English measure into a velocity in French measure, wc 

multiply by 0*3048, and divide by 1 : to convert a measure 

of force (foot, grain, second) into French measure we multi- 

ply by y ^ .^.3 = -01975. 

The following table of dimensions and constants is taken 

from the British Association Report on Electrical Standards, 

1863. 

Fundamental Units, 
Length = L. Time » T. Mass = M. 

Derived Mechanical Units, 
Work - w « ?l^. Force « f = ^ Velocity « v - i. 

M2 
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Derived Magnetic Units, 

Strength of the pole of a magnet . . . m » l^ T"1 m^ 

Moment of a magnet m/ •» L^ T~l m^ 

Intensity of magnetic field . . . , H = L~i T"l M^ 

Electro-magnetic System of Units, 

Quantity of electricity Q = l^ m^ 

Strength of electric current c =» L^ T~l M^ 

Electromotive force . . • . . . e = l^ t~2 m^ 
Resistance of conductor . . . . . r = l t"1 

Electrostatic System of Units. 

Quantity of electricity ^ = L^ T~l m^ 

Strength of electric currents f = L^ T"2 m^ 

Electromotive force ^ « L^ T"! m* 

Resistance of conductor r « L"i t 

Tabu for the conversion of British {foot grain second) system to 
centimetrical {centimetre gramme s&:ond) system. 





Number of 
centimetrical 

units 

contained in a 

British unit. 


Log. 


Log. 


Number of 

British units 

contained in a 

centimetrical 

imit 


1. For M 

2. For L, zr, R , i& V 

3. For F (also fori 

foot grains and > 
metregrammes J 

4. For w 

5. For H and elec - 1 

tro - chemical > 
equivalents J 

6. For Q, c and e . 

7. For Y.m q and e 

8. For heat - 


0-0647989 
30-47945 

I -97504 

60*198 

-0461085 

I -40536 
42-8346 

0-0359994 


2-8115678 
1-4840071 

0-2955749 
1*7795820 

2*6637804 

0-1477874 
I -63 1 7949 

2-5562953 


I -1 88432 1 

1*5 1 59929 

1 7044250 

2*2204179 

I -3362196 

7*8522125 
2-3682051 
I -4437046 


15-43235 
-03280899 

-506320 
-OI661185 
21*6880 

•711561 

-0233456 
^27-7782 



British system. — RelcUion between absolute and other units. 
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Let V be the ratio o£ the electro-magnetic to the electrostatic unit of 
quantity = 28*8 x lo* centimetres per second approximately, and we 
have 

q ^ V <^\ c ^ V Q, e ^ —Y.\ r =-- R J = «/* S 

''"^aT"^ {^^^ } - 003'0666{r„^^* ^} in London. 

In London {r^C°^r"} = 3^-'889 absolute units of {^- 

One absolute /force \ _ 1 /unit weight \ , 

unit of \ work J "" g I unit weight and unit length / ^verywnere. 

g in British system « 32*088 (1 + 0*005 1 33 sin* X ), where \ « the 
latitude of the place at which the observation is made. 

Heat, The unit of heat is the quantity required to raise the temper- 
ature of one grain of water at its maximum density 1° Fahrenheit. 

Absolute mechanical equivalent of unit of heat » 24861 «= 772 foot 
grains at Manchester. 

Thermal equivalent of an absolute unit of work ■• '000040224. 

Thermal equivalent of a foot grain at Manchester = '0012953. 

Electro-chemical equivalent of water =» '02 nearly. 

Metrical system. Relation between absolute and other units, (Centi' 
metre gramme second, ) 

One absolute /force 1 .«^,«,^- /weight of a gramme"! .^ . 
unit of Iwork/-- «^^°^95 | centimetre g^mme )atParis. 

At Paris /the weight of agramme-1 ^ g^.g^g fabsolutel force. 
\or centmietre gramme / ^ \umts of J work. 

One absolute /force \ __ i /\mit weight 7 -_„^i, 

unit of \work/ ~ g \unit weight x unit length J everywhere. 

^ in metrical system = 978*024 (i -k- 0*005133 sin* X), where \ = the 
latitude of the place where the experiment is made. 

Heat. The unit of heat is the quantity required to raise one gramme 
of water at its maximum density 1° centigrade. 

Absolute mechanical equivalent of the unit of heat = 41572500 « 
42354*2 centimetre grammes at Manchester, 

Thermal equivalent of an absolute unit of work = '000000024054. 

Thermal equivalent of a centimetre gramme at Manchester «« 
'OOO0236154. 

Electro-chemical equivalent of water = 'OO092 nearly. 
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CHAPTER XI. 

CHEMICAL THEORY OF ELECTROMOTIVE FORCE. 

§ 1 In Chapter III. § 1 5, the phenomenon of electrolysis 
was described and water was shown to be an electrolyte ; the 
decomposition of water is much facilitated by the addition 
of a little acid, which has the effect of diminishing the 
resistance of the liquid and of allowing a larger current to 
pass from a given battery than would traverse pure water. 
The acid is not decomposed, or, if it is, the elements re- 
combine so as never to appear at the electrodes, as the 
metal terminals plimged in the liquid are called. Platinum 
or gold electrodes are used to show the decomposition of 
^s-ater ; otherwise the oxygen carried to the positive electrode 
would not be set free, but would oxidise the metal instead 
of appearing in the test tube (Fig. 41). Three or four 
galvanic cells are usually employed to decompose water. 
The electromotive force of one of the usual DanielFs cells 
is insufficient for the purpose, and this we shall be able to 
prove from a consideration of the chemical affinity of the 
materials employed, and of the work required to be done, 
measured in absolute measure. When the tubes are gra- 
duated so that the volume of the gases can be measured, the 
apparatus shown in Fig. 41 is called a voltameter. Owing 
to the absorption of gas by the water, neither the true 
relative nor absolute volumes of the gases appear in the 
test tubes. 

With very few exceptions, electrolysis occurs only in 
liquids. Fused saline bodies are electrolytes, and probably 
many fused oxides are electrolytes, but the reoxidation 
takes place so readily that this is not easily verified. 
Conduction through electrolytes is subject to Ohm's law, 
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so far as is known. Electrolytes apparently conduct very 
small currents without being decomposed. 

§ 2. Electrol)rtes are not necessarily decomposed into 
simple or elementary substances. Many electrol)rtes are 
decomposed into two groups of components; each group, or 
each simple element, is called by Faraday an ion ; with apy 
given electrolyte, the same group, or ion, always appears at 
the same electrode, so that ions may be classed as electro- 
positive or electronegative ; the electropositive ion appears 
at the negative electrode, and the electronegative ion at the 
positive electrode. 

When the electrolyte is changed, an ion may change its 
electrode, and ions can be classed in a list such that each is 
electropositive to all which follow ; so that an ion such as 
sulphur, which is electronegative towards hydrogen, is electro- 
positive towards oxygen. 

Hydrogen and metals are electropositive relatively to 
acids and oxygen : oxygen is the most electronegative, and 
potassium the most electropositive element. 

§ 3. The bases of salts may practically be classed as 
electropositive ions. When we decompose salts composed 
of two or of three elements, we find the base at the 
negative electrode and the acid at the positive electrode ; 
but this classification is not strictly scientific, for chemists do 
not consider the decomposition of sulphate of potassium, for 
instance, as consisting in the separation of the base potash 
firom the sulphuric acid, but rather as the separation of 
potassium from the other constituents of sulphate of potash. 
When, however, the potassium' appears at the negative pole, 
it decomposes water and combines with oxygen to form 
potash, while at the other pole sulphuric acid and one 
element of oxygen appear. When the decomposition goes 
on rapidly, oxygen and hydrogen in small quantities do 
appear at each electrode; otherwise they recombine and 
form water. The practical result is that the base behaves as 
an electropositive and the acid as an electronegative ion. 
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§ 4. The following table is an electro-chemical series, 
in which the most electropositive materials come last : — 



Oxygen 


Chromium 


Silver 


Manganese 


Sulphur 


Boron 


Copper 


Aluminium 


Nitrogen 


Carbon 


Bismuth 


Magnesium 


Fluorine 


Antimony 


Tm 


Calcium 


Chlorine 


Silicon 


Lead 


Barium 


Bromine 


Hydrogen 


Cobalt 


lithium 


Iodine 


Gold 


Nickel 


Sodium 


Phosphorus 


Platinum 


Iron 


Potassium 


Arsenicum 


Mercury 


Zinc 





§ 5. The quantity of any electrolyte decomposed by a 
current is proportional to the strength of the current and to its 
duration ; in other words, to the whole quantity of electricity 
which during decomposition passes through the electrolyte. 

The weights of different electrolytes decomposed by a 
constant current are in direct proportion to their combining 
numbers. Tables of these numbers are given in all works 
on chemistry. 

It follows from the above propositions that if we know the 
weight of any electrolyte which has been decomposed by 
any known current in a known time, we can calculate the 
weight of any other electrolyte which in a given time will 
be decomposed by any given current It does not follow that 
a given battery will decompose two electrolytes at such rates 
that the quantities decomposed in a given time are simply 
proportional to the combining numbers ; the resistance of 
one electrolyte may be so different from that of the other, 
that in order to obtain the same current very different 
batteries may be required in the two cases. 

The quantity of each electrolyte decomposed by the unit 
current in a second is perfectly definite and constant ; we 
shall denote this quantity by the symbol e, and call it the 
electro-chemical equivalent of the substance. Since the weights 
of the electrolytes decomposed by the unit current are pro- 
portional to the combining numbers of the compounds, 
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the weights of the ions appearing at each electrode will be 
proportional to these numbers, and hence, knowing the 
.weight of any one ion produced at either electrode by the 
unit current in a given time we can calculate the weights of 
all the others ; in other words, we can calculate the electro- 
chemical equivalent of each ion, and therefore of all simple 
bodies. The following is a table of the electro-chemical 
equivalents of some bodies expressed in grammes and 
calculated from that of water experimentally determined to 
be '00092 ; that is to say, the table is calculated on the 
assumption that one absolute electro-magnetic unit of current 
(centimetre gramme second) will in one second decompose 
•00092 gramme of water. 



Alumininm 


*ooi4i 


Iron • • 


•00186 


Antimony . 


•00624 


Lead 


•01058 


Arsenicum 


•00383 


Magnesium 


•00123 


Barium 


•00700 


Manganese 


•00280 


Bismuth . 


•01073 


Mercury . 


•OI022 


Boron 


•00056 


Nickel . 


•00301 


Bromine . 


•00409 


Nitrogen , 


•00072 


Calcium . 


•00204 


Oxygen 


•00082 


Carbon 


•00061 


Phosphorus 


•00158 


Chlorine . 


•00181 


Platinum . 


•01007 


Chromium . 


•00268 


Potassium . 


. ^00199 


Cobalt 


•00301 


Silicon 


•00143 


Copper 


•00324 


Silver 


. -00552 


Fluorine . 


•00097 


Sodium 


•001 18 


Gold 


•01007 


Sulphur . 


•00164 


Hydrogen . 


•oooio 


Tin . 


•00604 


Iodine 


•00649 


Zinc . 


. -00342 



§ 6. When a current is passed from metal electrodes 
through an electrolyte and decomposes it, the current per- 
forms an action equivalent to the performance of work or 
expenditure of energy — an action which may be measured in 
the imits employed to measureenergy. Let i be the electro- 
motive force between the two electrodes, and q the quantity 
of electricity passing, then the work dorve b^ \3x^ ^VtOaw2&^ 
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is, as we know, necessarily equal to i Q ; and if this energy is 
wholly spent in decomposing the electrolyte, this product 
measures the energy which must be expended on the electro- 
lyte to overcome Xht chemical affinity of the ions. In ex- 
pending work in this manner on the electrolyte, we may be 
said to add intrinsic energy to the ions : after being decom- 
posed they possess a potential energy in virtue of which 
they can recombine, and during the recombination they 
must manifest in some form the energy given them when 
they were decomposed. They may manifest this energy in 
the form of heat, and if allowed to do so, the total amount 
of this heat of combination must be equivalent to the energy 
expended in decomposing them. Thus, calling 6 the heat 
produced by the combination of a unit of weight of one ion 
with the other, and e the electro-chemical equivalent of the 
first ion, then 6 e will be the heat produced during the 
combination of as much of that ion as would be decom- 
posed by the unit quantity of electricity, and j 6 e will be 
the mechunieal equivalent of that heat where j is 41572500, 
being Joule's coefficient, or the number of absolute units 
of work equivalent to the heat which will raise one gramme 
of water one degree centigrade. Thus the equation ex- 
pressing the equivalence between the heat resulting from 
the combination of two ions, and the work done in decom- 
posing them, will be — 

IQ =QJ6£, 

on = J0€ i^ 

This equation gives the value of the electromotive force which 
is absolutely necessary to effect the decomposition. If we 
have less electromotive force than this, i Q can never equal 
Q J 6 e ; or the work done by the current, no matter what the 
resistance may be, can never be sufficient to separate the 
weight Q€ of the ion from its electrolyte. If a greater 
electromotive force than this be maintained between the 
electrodes, the decomposition will proceed very rapidly, but 
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since i q will be greater than Q j d f , some of the energy of 
the current will be spent otherwise than in decomposing 
the electrolyte. 

§ 7. If we look on the work done in separating two ions 
as a product of two factors, one factor being the weight of 
one ion m, and the other factor the chemical affinity e, 

then M E = I Q, or E =;= I — 

Q 

But the ratio - is equal to e : hence e = i e, or - = i, so 

Q « 

that the chemical affinity of the ions per electro-chemical 
equivalent is equal to the electromotive force required to just 
decompose the electrolyte. 

§ 8. The ions which by their combination form an electro- 
lyte, may generate a current instead of producing heat. If 
the whole energy due to chemical affinity is so employed, the 
value of the energy will, as before, for each electro-chemical 
equivalent c be the product j 6 e. The mechanical equivalent 
of the current produced is ii Qi, where ij and Qi are the 
electromotive force and quantity of electricity produced by 
the combination of the ions ; but the electromotive force 
just required to decompose the ions is exactly balanced by 
the E. M. F. which the combination of the ions can produce. 
In other words, ii = i, and therefore Qi = Q. Hence the 
electromotive force due to the combination of any pair of 
ions is equal to j e or the mechanical equivalent of as much 
of the chemical action as goes on with the unit of the current 
in the unit of time. 

€ may be taken for either ion. d € is constant, whichever 
is taken. 

A table giving the values of d is required before we can 
calculate from the table of electro-chemical equivalents the 
E. M. F. which any given combination will produce. 

§ 9. When a series of chemical actions take place in a 
circuit, some of these may tend to produce an e. m. f., the 
others to resist it We express this fact b^ ^"a.^jYR%>3aaX '^'^ 
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respective values of i for the several reactions may be posi- 
tive or negative. The resultant value or actual electromotive 
force tending to produce a current, or to resist decomposi- 
tion, is the algebraic sum of all the values of i. Thus, in 
the galvanic cell known as DanielFs cell, the electrodes are 
copper and zinc; next the copper there is a saturated solution 
of sulphate of copper, and next the zinc a solution of sul- 
phate of zinc. The chemical action is as follows : i. The 
zinc electrode combines with oxygen. 2. The oxide thus 
formed combines with sulphuric acid and forms sulphate of 
zinc. 3. Oxide of copper is separated from the sulphate. 
4. The copper in this oxide is separated from the oxygen. 

The oxygen of the water is separated at the zinc electrode 
from the hydrogen, and at the other electrode this hydrogen 
recombines with the oxygen from the oxide of copper, 
but this alternate decomposition and recombination of the 
elements of water can neither increase nor decrease the 
E. M. F. of the cell, the actions being opposite and equal. 

1. The heat evolved by the combination of one gramme of 
zinc with oxygen is 1,301 units. 

2. The heat evolved by the combination of the 1*246 
gramme of oxide thus formed with dilute sulphuric acid is 369 
units. 

3. The heat evolved by the combination of the equivalent 
quantity '9727 of a gramme of copper with oxygen is 588*6 
units. 

4. The heat evolved by the combination of 1*221 gramme 
of the oxide thus.formed with dilute sulphuric acid is 293 
units. 

The thermal equivalent of the whole chemical action due 
to one gramme of zinc is therefore 1301 + 369 — (588*6 + 
293) = 788*4 ; but we require the thermal equivalent of a 
weight of zinc equal to e, and this we obtain by multiplying 
788*4 into '00342, giving for d c the value 2*696 ; next, to 
obtain the value of i, this product is multiplied by j or 
4137^5^^9 ^^d w^ then obtain for the electromotive force of 
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a Danieirs cell about 112,000,000 units, a value which 
agrees closely with the result of direct experiment. This 
theory and example are taken from Sir W. Thomson's 
paper in the * Philosophical Magazine' for 185 1. 

§ 10. The separation of substances into ions which appear 
sepanttdiy at the two electrodes is a fact made useful in 
many ways. The elements or elementary groups gather 
at the electrodes in a state of great purity, and hence 
the process of electrolysation is made use of to obtain 
pure chemicals. Metals may be deposited in this way on an 
electrode of any form which it is desired to copy. The 
metal copy thus formed is called an electrotype. The nobler 
metals are often deposited on electrodes of baser materials 
for the sake of ornament. These electrodes are then said to 
be electro-plated with the nobler metals. Some substances 
can only be decomposed by electrolysis, and some ions 
can only be maintained in a state of separation while the 
current is passing. 

§ 11. The passage of an ion from the place where it is 
first decomposed to the electrode appears to take place by 
a series of combinations and decompositions. Thus, when a 
molecule of water half-way between the electrodes is decom- 
posed, neither the hydrogen nor oxygen cross the water as 

Fig. 84. 

33(l»3(KlQ 

a h c d t f g 

free gases, but the hydrogen of ^ shown by the white half of 
the molecule. Fig. 84, combines with the oxygen of ^, shown 
by the black half of that molecule. This sets the hydrogen 
of c free to combine with the oxygen of ^, and finally 
the hydrogen of b combines with the oxygen of «, leav- 
ing the hydrogen of a free at the negative electrode. A 
similar series of compositions and decompositions leaves the 
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oxygen of g free at the positive electrode. This is shown 
by the fact that ions can be transmitted through materials 
for which they have a strong chemical affinity without com- 
bining with them. 



Fig. 85. 




Thus, put a solution of sulphate of sodium into a, Fig. 85 ; 
dilute syrup of violets into b, and pure water into c ; pass a 
current from an electrode in c to an electrode in a. The 
sulphate in the vessel a will be decomposed. Soda will be 
found in a, and sulphuric acid, which must have come from 
A, will be found in c Nevertheless, the colour of the solu- 
tion in B will not have been altered ; whereas the addition 
of a very small quantity of free acid to b will produce a dis- 
tinct red colour. 



CHAPTER XII. 

THERMO-ELECTRICITY. 

§ 1. When the junctions of a circuit made of two metals 
are at different temperatures, a current of electricity gene- 
rally flows through the circuit. The electromotive force 
producing this current depends, i, on the metals employed; 
2, on the difference of temperature between the junctions; 
and, 3, on the mean temperature of the junctions. 

When the mean temperature of the junctions is kept the 
same for circuits containing pairs of metals in various com- 
binations, and when the difference of temperatures between 
the junctions is small and constant, the electromotive 
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force of each circuit depends only on the metals employed. 
Let us call ^ (a b) the numerical factor by which the 
difference of temperature r between the junctions must be 
multiplied to give the e. m. f. 9f a circuit composed of two 
metals a and b at the mean temperature /, and let us call the 
value of this numerical factor, when r is equal to unity, the 
thermo-electric power of the circuit a b at the temperature /. 
Then, calling (a c) and (b c) the thermo-electric powers 
of the pair a and c and of the pair b and c, we find experi- 
mentaily that ^ (b c) = (a c)— 0(a b). This equation ex- 
presses the fact that the thermo-electric power of any pair of 
metals is equal to the difference between the thermo-electric 
powers of those metals relatively to some one standard 
metal a. In order therefore to calculate the thermo-electric 
power of any pair of metals it is sufficient that we determine 
experimentally the thermo-electric power of all metals 
relatively to some one metal used as a standard. In what 
follows leadyr^ be taken as the standard metal. 

§ 2. We call a metal thermo-electrically positive to 
another, when the e. m. f. in a circuit of these two metals 
sends a current from the first to the second across the 
hot junction ; the difference of temperatures r being sup- 
posed small. It follows from § i that the metals mzyfor 
any one mean temperature t be arranged in a series such 
that each will be positive relatively to that beneath it; it 
follows, moreover, that a number may be assigned to each 
metal proportional to its thermo-electric power relatively, 
say, to lead, and such that the algebraic difference be- 
tween these numbers for any two metals will express in any 
arbitrary units the e. m. f. of a circuit of those two metals 
when the junctions are at the mean temperature /, but differ 
by a small constant difference r or, say, by unity. The 
thermo-electric series printed in most books give approxi- 
mately numbers of this kind, but the experiments on which 
they are based have generally been conducted without 
reference to the condition that the mean temperature / 
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should be constant, and this temperature is seldom given. 
The thermo-electric series differs entirely at different tem- 
peratures. The following is compiled from Dr. Matthies- 
sen's experiments, and is such that approximately the ther- 
mo-electric power relatively to lead is expressed in microvolts 
per degree Centigrade. 



Bismuth pressed com 


* 


[ Pressed Antimony wire — 2*8 


mercial wire . 


+ 97 


Silver pure hard . — 3 


Bismuth pure pressed 


Zinc pure pressed . — 3*7 


wire 


89 


Copper galvanoplasti- 


Bismuth crystal axial 


65 


cally precipitated . — 3*8 


Bismuth crystal equa 




Antimony commercial 


torial . 


45 


pressed wire . . — 6 


Cobalt 


22 


Arsenic . . . — 13*56 


Argentine . 


1 1 75 


Iron pianoforte wire . — 17*5 


Quicksilver 


•418 


Antimony axial . — 22*6 


Lead .... 





Antimony equatorial . ~ 26*4 


Tin ... . 


— •! 


Red Phosphorus . — 29 7 


Copper of commerce . 


— 'I 


Tellurium . . — 502 


Platinum . 


. - 9 


Selenium . . — 807 


Gold .... 


— 1*2 





The mean temperature for which these numbers are 
approximately true may be taken at from 19® to 20® Centi- 
grade. 

§ 3. Any two metals joined by a third metal so as to form a 
circuit have an e. m. f. equal to that which they would have 
had if directly joined, provided both junctions with the third 
metal are at one temperature; thus in Fig. 86 the three 
circuits all have the same e. m. f. — that due to zinc and 
antimony alone. The copper wire might be replaced by 
any complex arrangement of substances without interfering 
with the E. M. F. of the circuit, provided the junctions 
were all at one temperature, except those intended to be 
effective. Thus the e. m. f. of a thermo-electric pair— such as 
zinc and antimony — may be tested by observing the current 
flowing through a complex circuit composed, for instance, 
of the copper wire of a galvanometer having brass terminals. 



Chap. XII.] 



ThermO'Electricity, 



177 



and of German silver resistance coils. We must, however, in 
such cases test the equality of the temperatiures at the other 
junctions by observing whether any current is produced 
when the thermo-electric element is removed, and the 
copper, brass, and German silver connections joined so as 
to make an independent circuit exactly similar to that 
previously used except as regards the removal of the zinc 
and antimony, or other thermo-electric pair. 



Fig. 86. 
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§ 4. The thermo-electric powers of different combinations 
not only change with a change of mean temperature, but 
they change in very different proportions. Thus the 
thermo-electric power of copper-silver differs little for tem- 
peratures between o® and 100®, but the thermo-electric 
power of iron-copper varies rapidly ; so rapidly, indeed, 
as to fall to zero at about 230^, and then again to increase, 
but with the opposite sign ; so that whereas copper is posi- 
tive to iron below 230**, it is negative to iron above that 
temperature. It follows that, if we are to possess accurate 
knowledge as to the thermo-electric relations of metals over 
a considerable range of temperatures, we must have suffi- 
cient knowledge to construct such a diagram as is shown in 
Fig. 87, where the vertical ordinates indicate temperatures 
in degrees Centigrade, and the horizontal ordinates the 
thermo-electric powers in microvolts of the metals relatively 
to lead. 
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This diagram may be looked upon as simply one mode of 
tabulating the thermo-electric powers of metals relatively to 
one another at different temperatures, the horizontal scale 
being so arranged that the distance between the two lines of 
any given metals at any temperature gives the thermo- 
electric power of the two metals at that temperature.* 

Thus the thermo-electric power of copper and iron at 50® 
is nearly 11*4, and at 260° is zero, and at 400° it is —7*6. I 
here call the thermo-electric power -h when the current is 
from the first-Aamed to the second-named of a thermo- 
electric pair across the hot junction. 

§ 5. For any very small differences of temperature the 
electromotive force of a pair is equal to the product of the 
difference of temperature between the junctions into the 
thermo-electric power, so that the area of a narrow strip 
(approximately a parallelogram) represents this e. m. f. on 
the diagram. When the breadth of this strip is unity, or the 
difference of temperature i®, the electromotive forci^ is 
simply equal to the ordinate or to the thermo-electric power. 
When the difference of temperatures is considerable — say 50° 
— the electromotive force is the same as if we had 5 pairs of 
junctions arranged as in Fig. 88 ; thus if while a a^ were 

Fig. 88. 
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joined we were to complete a circuit by joining the junctions 
b bxy we should in this circuit have an electromotive force 
equal to the parallelogram dJd^i in Fig. 89, where m n and o p 
represent the thermo-electric lines for copper and iron. 

* The first diagram of this kind was given by Sir William Thomson 
in the Bakerian Lecture on the electro-dynamic qualities of metals, Phil. 
Trans. 1856, p. 708. 
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If we now were to break the circuit at a a„ Fig. 88, and 
leaving 6 ^j joined were to join eci, we should haveacircuit 
6i] c, IT, in which the e. u. f. would be represented in Fig. 89 
by the parallelogram **,. Similarly in the circuit dt^i cc^. 
Fig. 88, the e. m. f. would be represented by the area ^ ^. in 
Fig. 89, &c. 




Now when a ni are joined, and//, are joined, and all the 
other cross connections broken, the e. h. f. of the series is 
the sum of all the electromotive forces of each of the little 
circuits fldi 6. 6 J, b b^ cci,cci dd^, &c, and is consequently 
represented by the area a a, f, f in Fig. 89. Thus the 
electromotive force of any pair with the two junctions at any 
two temperatures can be calculated by calculating the area 
enclosed between the two thermo-electric lines of those 
metals, and the ordinates corresponding to the two extreme 
temperatures. 

5 6. In taking out this area we must, however, observe 
that if the areas to the left of any point where two lines cut 
are called positive, those to the right must be termed nega- 
tive, for they represent an e. m. f. tending to send the current 
ia the reverse direction. If, therefore, the two junctions are 



Chap. XIL] ThermO'Electricity. i8i 

at such temperatures that the areas are equal, no e. m. f, 
will be produced in the circuit 

The points where the two lines for any metals cut are 
called the neutral points for those metals, because at that 
temperature the metals are neither positive nor negative re- 
latively to one another, their thermo-electric powers being 
equal. When the lower junction is so far from the neutral 
point that the triangular area intercepted by the ordinate of 
its temperature is greater than the triangular area cut off by 
the ordinate of the higher temperature, the current will go 
from the metal highest on the scale below the neutral point 
to the other through the hot junction. The direction of the 
current will be the opposite if the triangular area above the 
neutral point is the greatest. 

§ 7. So far, we have been following Sir William Thomson. 
Professor Tait, led by theoretical considerations, has experi- 
mentally proved that the thermo-electric linesarein most cases 
approximately straight between o° and 300° Centigrade, and 
probably at much higher temperatures. This greatly facilitates 
th^ calculation of e. m. f., because the areas to be dealt with 
are simply triangles, or trapezes. Let m be the distance sepa- 
rating the lines of the two metals forming the pair at the mean 
temperature of the junctions ; let t^ — i^ be the difference 
of temperatures : then m (/, — /j) is the e. m. f. of the 
pair under those conditions, being the area of the trapeze, 
or triangle, above described. It follows from the above, 
that when the mean temperature of the two junctions is 
that of the neutral point, no current will flow through the 
circuit. This gives a means of determining the neutral 
points of metals with great accuracy. Professor Tait has 
also established the curious fact that the thermo-electric 
line of iron, whether pure or commercial, when prolonged 
towards red heat, is. a sinuous or broken straight line, so that 
there may be two or more neutral points in one circuit vyrhen 
iron or steel is one of the two metals. 

The E. M. F. of any pair may be calculated in microvolts 
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from the fliagram (Fig. 87), taking the measurement of the 
mean distance between the lines of the metals by the hori- 
zontal scale, and the vertical measurements in degrees 
Centigrade ; but it is obviously more convenient to calculate 
than to measure the length of the mean distance between 
the lines, and for this purpose the following table is given, 
containing the tangents of the angles at which the lines are' 
inclined. Let k^ and k^ be the tangents for two given 

Prof. Taifs Thermo-electric Table {converted to give E,M,F. in microvolts). 



Metals. 


Neutral Point with 

Lead. 

Degrees Centigrade. 

n 


; 

Tangent of Angle with 
Lead Line. 
k 


Cadmium . 

Zinc . 

Silver 

Copper 

Brass 

Lead .... 

Aluminium 

Tin ... . 

German silver 

Palladium . 

Iron .... 




-69 
-32 

-US 
-68 

+ 27 

-"3 

+ 45 

-314 

-181 

+ 357 


- -0364 

- -0289 

— '0146 

— 0124 
-•0056 

+ '0026 

+ •0067 
+ -0251 

+ •0311 

+ -0420 



Note. — The straightness of the thermo-electric lines has not been 
verified below 0° ; hence the table must only be used to calculate 
E. M. F. for couples between o^ and 400° or 500*^ Centigrade. 

The metals used were not chemically pure. 

This table is calculated from the iron series in Prof. Tait's table, 
p. 599. Proc. R.S.E. 1871-72, taking the e.m.f. of a Grove's cell 
as I "93 volts. 

metals. Let «i and n^ be the temperatures of their neutral 
points with lead. Let t^ be the mean temperature of the 
junctions; then the mean ordinate or m is given by the 
formula 

Thus, let the mean temperature of a pair of copper-iron 
junctions be 50°, and the difference of the temperatures of 
the junctions 100^; then (50 + 68) (—-0124) = — 1*46 is 



Chap. XII.] Thermo -Electricity, 1 83 

one portion of the mean ordinate (for copper), and 
(50 — 357) (•042) = — 1 2*9 is the other (for iron). 
Their difference is 11*43, ^^^ this multiplied into 100° gives 
1 143 as the E. M. F. of the copper-iron pair in microvolts. 
When the thermo-electric lines of two metals are nearly- 
parallel, the E. M. F. produced by a pair of those metals will 
be nearly proportional to the difference of temperatures 
maintained between their junctions. For metals or alloys, 
the lines of which diverge, no such law even approximately 
holds good, and it is necessary, before the e. m. f. can be cal- 
culated, that we should know not only the difference of tem- 
peratures, but the actual temperatures of the junctions. 

§ 8. A number of thermo-electric pairs, or elements, may be 
joined in series, so as to give an e. m. f. which is the sum of 
the electromotive forces of all fig. 90. 

the elements. To do this it 
is only necessary to join the 
metals, as shown in Fig. 90, and 
keep all the junctions on one 
side, as at a, warm while the 
other side is cold. .Batteries 5' 
of this kind are easily made 
with exceedingly small resist- 
ance, so that when the other 

resistances in the circuit are also small, considerable currents 
will be produced — greater currents than could be obtained 
under similar circumstances from a DanielVs cell of moderate 
size. A bismuth-antimony pair may be prepared having, say, 
an e. m. f. of 100,000 microvolts, or about -^ the e. m. f. of a 
DanielFs cell, while the resistance might be reduced to almost 
any desired extent by increasing the section of each element. 
Thus, if each element were about 2 centimetres in length, 
and a tenth of a square centimetre in section, the resistance 
of the pair would be about 3,370 microhms, and the resist- 
ance of 100 such pairs would be 337,000 microhms, or 
•337 ohm, so that through a short circuit they would give 
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a greater current than any except the largest sized DanielPs 
cell. There are thermo-electric pairs which give a much 
greater e. m. f. than the above, but generally the increase in 
E. M. F. is to a great extent counterbalanced by an increase in 
the internal resistance of the pair. 

§ 9. Thermo-electric currents are produced by non-metallic 
substances. Metals and fusible salts form powerful pairs, 
which are generally held to be thermo-electric, and Becquerel 
has constructed a battery of the artificial sulphuret of copper 
and German silver, in which the salt is used without being 
fused. 

Thermo-electric currents are also produced in circuits of 
metals and liquids, and probably in simple liquid circuits. 

§ 10. The chief practical use to which thermo-electric bat- 
teries have been put is the measurement of small differences 
of temperature. Melloni introduced this method of ob- 
serving changes of temperature. A thermo-electric battery. 
Fig* 91, is connected by the terminals / 1^ with a galvano- 

FiG. 91. 




meter having a very small resistance; one series of junctions 
ij is maintained at one temperature as nearly as possible, 
being enclosed in a metal case ; the other series of junc- 
tions A is exposed to radiation from the objects the tem- 
peratuTcs of which are to be compared. The junctions are 
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screened by tubes from the radiation of other objects ; 
these tubes are shown removed from the battery in Fig. 91. 

When any substance warmer than the space opposite b is 
allowed to radiate heat upon the junctions a, the galvanometer 
is immediately deflected. When the junctions a radiate heat 
to a colder substance than b, so as to become colder than 
B, a deflection to the opposite side is produced ; for small 
differences of temperature the currents produced are pro- 
portional to the differences of temperature. This arrange- 
ment i^ so sensitive, that by its aid the heat radiated by 
the fixed stars has been detected. 

§ 11. In accordance with the doctrine of the conservation 
of energy, heat is transformed into electricity in the thermo- 
electric circuit ; the work done by the current is precisely 
the equivalent of the heat so transformed. If the whole 
work of the current consists in heating the conductors, the 
effect is merely a transference of heat by means of elec- 
tricity from one part of the circuit to another ; so that, in 
accordance with the law of dissipation of energy, the parts of 
the circuit are, on the whole, more nearly at one tempera- 
ture than if no current had been produced, and heat had 
merely been conducted along the wires. If the current is 
employed to do mechanical work, an equivalent amount of 
heat is abstracted from the circuit, and reappears in the 
bearings of the working machine and the materials it works 
upon ; similarly a portion of the work done may be electro- 
chemical. In whatever form the work is done, in the whole 
circuit this work will be equal to i Q § 2, Chap. VIII. 

The heat is transformed into electricity at the hot junction, 
and also at unequally-heated portions of one or both metals. 
Peltier discovered that a current flowing through a circuit of 
two metals heated one junction and cooled the other. Now, 
the current which flows in a thermo-electric circuit flows in 
such a direction in general as to heat the cold junction and 
cool the hot one ; so that for some time it was considered 
that the heat producing the current was wholly absorbed at 
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the hot junction, and given out at the cold junction dimin- 
ished by radiation, and by an amount equivalent to the work 
done in the rest of the circuit. 

Sir William Thomson pointed out that this explanation 
was incomplete, for when a junction is at the neutral point 
no Peltier effect can occur ; the two metals are then thermo- 
electrically identical; nevertheless when the hot junction is at 
the neutral point and the other junction at a lower tem- 
perature, a current is observed, increasing as the tempera- 
ture of the lower junction is diminished, and the . direc- 
tion of the current is such as to heat the cold junction. 
Heat must therefore be absorbed at other parts of the 
circuit than at either junction. 

§ 12. We may, perhaps, best conceive of the manner in 
which this heat is absorbed by considering what would occur 
if a current were passed through a series of metal pieces, 
arranged as in Fig. 92, where each is in succession more posi- 
tive than that which precedes it, a being the least and k the 
most positive. If a current is passed from a to k, it will flow 
in the direction opposed to that in which a current would 

Fig. 92. 
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flow across any of the junctions, if that were the hot junction 
of a circuit made of those two metals, and therefore every 
junction would be heated ; whereas if the current were 
passed in the other direction, as shown by the arrow, every 
junction would be cooled. If the Peltier effect at e,vtry 
junction were the same, the bar would be heated and cooled 
uniformly ; but if the Peltier effect increased from a towards 
k, then the bar would be unequally heated or cooled by the 
passage of the current. The current in the direction of the 
arrow would cool the bar most near k so as apparently 
tohtsip up heat towards a, whereas a current in the opposite 
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direction would heap up heat towards k ; in other words, 
in such a bar as this, positive electricity might be said to 
carry heat with it. Now, a copper bar, or wire, with the end 
k cooler than the end «, behaves as if it were composed of 
an infinite number of such little elements ; a current from 
hot to cold heats it and carries heat with it ; whereas an 
iron bar behaves as if when the end k were the hotter it 
were the "more positive, so that a current from cold to 
hot heats iron. The heaping up of heat in iron goes in 
the direction opposed to that of the current. We see that 
a current from hot to cold in iron absorbs heat, and one 
from cold to hot absorbs heat in copper ; and hence, when a 
pair is formed of copper and iron with its hotter junction 
at the neutral point, the current goes from cold to hot in 
the copper and hot to cold in the iron. Hence the copper 
and iron both absorb heat, and the electromotive forces of 
the two are added. With most pairs of metals the e. m. f. 
in the one unequally heated metal is opposed to that in the 
other. In this case the stronger e. m. f. overcomes the 
weaker, and the resultant current is due to the difference of 
electromotive forces. The discovery of the absorption or 
evolution of heat due to the unequal temperatures of metals 
and its convection were predicted from theoretical conside- 
rations by Sir William Thomson, who afterwards verified his 
conclusions by experiment. 



CHAPTER XIII. 

GALVANOMETERS. 



§ 1. A GALVANOMETER is an instrument intended to detect 
the presence of a current and measure its magnitude ; all 
forms of the instrument consist of a coil of insulated wire and 
a magnet freely hung or pivoted so as to be easily deflected 
by the passage of a current through the coil. The wire 
forming the coil is so wound that each turn lies in a plane 
approximately perpendicular to the axis of the undeflected 
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magnet. The current, in passing through the coil, or bobbin, 
of insulated wire, produces a magnetic field in the space in 
which the magnet hangs, and the couple tending to deflect the 
magnet is directly proportional to the strength of this field 
and to the moment of the magnet. The opposing couple 
tending to bring back the magnet to its undeflected position 
may be due to various causes. 

In one class of galvanometers the magnet is suspended 
or supported in a horizontal plane, and the opposing couple 
is simply due to the earth's magnetism. In instruments of 
this class, no increase in the moment of the suspended 
magnet will increase the sensibility of the instrument — that 
is to say, it will not increase the deflection due to a given 
current — for by just as much as the deflecting couple is in- 
creased, by so much is the opposing couple also increased. 
The- complete magnetisation of the needle therefore is 
not of much consequence, and a change in the magneti- 
sation of the needle does not alter the sensibility. A 
small, light magnet will also in this class of instruments be 
deflected through the same angle as a large, heav>' one, and 
will have the following advantages : ist. That the small 
magnet will require only a small coil to surround it, and that 
this small coil will for the same number of turns produce a 
more intense magnetic field (§ 8, Chap. VIII.) than the 
large one, and offer much less resistance than the large 
coil, if made of the same wire. 2nd. That the inertia of the 
small magnet being less relatively to the magnetic moment, 
it will reach its maximum deflection more quickly, and will 
come to rest more rapidly than the large magnet. It will 
also indicate transient currents which do not last long 
enough to deflect the large magnet. 

§ 2. In a second class of galvanometers, the couple oppos- 
ing the deflection is due not to magnetism, but to weight. 
The magnet is pivoted in a vertical plane, and has one end 
slightly weighted, so as to hang upright when undeflected. 
Id these Instruments any increase in the magnetic moment 



Chaf. XIIL] GahmtomttUrs. 189 

of the magnet increases the sensibOity, assuming die counter- 
balance or directing weight to ronain constant Hence in 
these insdruments, to ensure the greatest sensibility the 
needles should be magnetised to saturation, but, in order 
to ensure constant sensibility, the magnetism of the needle 
must remain omstant, and these tiro conditions can rarely 
be realized together. The vertical component of the 
eardi's magnetism exerts a certain directing force on the 
needles, but its effect is usuaUy nearly insensible in com- 
parison with that of the weight These instruments are not 
generally intended for the indication of such small currents 
as those described in § r. With very small magnets it is 
difficult to diminish the friction of the pivots and the counter* 
balance proportionately to the diminution of the magnetic 
moment Hence in some forms of the second class it may 
be disadvantageous to diminish the size of the needle. 

§ 3. In choosing a galvanometer for any special purpose, 
we must first consider the character of the circuit into which 
it is to be introduced. The introduction of the coil of the 
galvanometer into the circuit will in all cases increase the re- 
sistance of the circuit, and therefore diminish the current If 
the coil has a small resistance relatively to that of the other 
portions of the circuit, the diminution of the current will be 
small, and may in some cases be altogether neglected ; but 
if the resistance of the original circuit be small, the mere 
introduction of the galvanometer intended to measure or 
indicate the current may reduce that current a thousandfold 
or more. In all cases there is some advantage in using a 
galvanometer coil of small resistance, but in order that a 
small current may produce a sensible magnetic field, it is 
desirable that it be led round the coil as often as possible^ a 
condition antagonistic to the former. We can readily see 
that for circuits of small resistance the galvanometer giving 
the largest deflection will be an instrument having a coil 
with few turns of thick wire; but for circuits of large resistance, 
galvanometers having thousands of turns of thin wire will be 
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on the whole most advantageous. In some writings these 
two classes of instruments are spoken of as adapted to two 
different classes of currents instead of to two different 
classes of circuits. The instrument with numerous turns of 
fine wire is said to indicate intensity currents, the other class 
to indicate quantity currents. These two old names survive, 
although the fallacious theory which assumed that there 
were two kinds of currents is extinct ; the term * intensity 
galvanometer ' is used to signify an instrument with thousands 
of turns of thin wire in its coil, and * quantity galvanometer ' 
an instrument with few turns of thick wire. I shall name the 
two varieties * long coil ' and * short coil ' galvanometers. 

§ 4. The student must clearly understand that equal de- 
flections on the same galvanometer always indicate equal 
currents. These currents may be flowing through very 
different circuits, and any given change may produce very 
different effects in the two circuits; but so long as the 
currents produce the same deflection in the same or equal 
galvanometers, the currents are equal, though the circuits 
may be very different. Thus, using a short coil galvano- 
meter having a resistance of, say, o*i ohm, and no 
other external resistance in circuit, a thousand voltaic 
cells in series will produce about the same deflection as one 
cell of the same kind. The thousand cells produce 1,000 
times the electromotive force that one cell does, but the 
resistance of each cell, which we may assume as 4 ohms, is 
much greater than that of the short coil galvanometer. 
Hence, the resistance of the thousand cells added to that of 
the galvanometer will be about 1,000 times greater than that 
of one cell added to the galvanometer, being 4000*1 in one 
case, and 4*1 in the other. The resistance varies in nearly 
the same proportion as the electromotive force, and there- 
fore the galvanometer shows nearly the same deflection, 
indicating nearly the same current in the two cases. In 
the example taken above, the thousand cells would give 
a defection greater than that of the single cell in the 
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proportion of 41 to 40 nearly. When a long coil galva- 
nometer, having a resistance of, say, 8,000 ohms, is em- 
ployed, very different results follow. With one cell perhaps 
no deflection is obser\'able, whereas with one thousand cells 
the needle is violently thrown against the stops limiting its 
deflection. The cause is simple. With one cell the resist- 
ance of the whole circuit, which will be 8004, including the 
long thin wire of the galvanometer, was so great that the 
E. M. F. of one cell did not give current enough to deflect the 
needle ; but when a thousand cells were employed, the 
electromotive force was a thousandfold greater, and the 
whole resistance of the circuit was 8000 + 4000, or 12000 
ohms. Hence if tlie e. m. f. of each cell be taken as one 

volt, the current in the first case will be or nearly 

8004 

0*000125 farads per second; whereas in the second case 

it will be or 0*0833, or about 666 fold greater. The 

12000 

couple deflecting the magnet of the galvanometer %ill also 
be 666 fold greater in the second than in the first case. 
Remark, however, that neither current will be so strong as 
that produced when the short coil galvanometer was used ; 

for in that case, with a single cell the current would be — 

4*1 
= 0*244 farad per second, or roughly three times that due 

to the thousand cells as above ; nevertheless the couple ex- 
erted on the magnet of the long coil galvanometer would 
be far greater with 0*0833 farad than that exerted on the 
short coil galvanometer by 0*244 farad simply because to 
produce the same couple the long coil galvanometer would 
only require about three times as many turns as the short 
coil galvanometer, whereas in practice it would have several 
hundred times more turns. The greatest deflection with 
any given circuit is obtained by using a galvanometer, the 
coils of which have a resistance equal to that of the other 
parts of that particular circuit. 
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• 
§ 5. The sensibility of any galvanometer the needle of 

which is directed by a magnetic field may be increased 
by diminishing the intensity of the magnetic field. The 
opposing couple is due t6 the intensity of this field, and 
by its diminution the deflection due to a feeble current 
may be indefinitely increased. This diminution of the 
intensity of the original magnetic field is most easily 
brought about by laying a powerful magnet near the gal- 
vanometer, in such a position as to counteract the earth's 
magnetism, i.e. in the magnetic meridian, with its north 
pole pointing north. This magnet, often called a com- 
pensating magnet, is best placed in the same meridian as 
the suspended magnet. As the intensity of the field 
diminishes under the influence of this magnet, the rate 
of oscillation of the suspended magnet diminishes, and by 
observing this rate we can determine the increase of sensi- 
bility. The period of oscillation is inversely proportional 
to the square root of the intensity of the field, and as the 
directing couple is directly proportional to this intensity, 
and the sensibility inversely proportional to the directing 
couple, we have the sensibility directly proportional to the 
squares of the periods of oscillation. So long as the 
magnetism in the needle of a galvanometer remains un- 
altered, its relative sensibility with the compensating magnet 
at different distances can be roughly computed in this 
manner; I say roughly, because the number of swings 
which can be counted is small when the sensibility is great, 
owing to the resistance of the air, and this resistance would 
also necessitate a correction in the above series of propor- 
tions. This method of obtaining a sensitive galvanometer 
has the following defect : Inasmuch as the directing field is 
due to u difference between two nearly equal magnetic fields, 
a very small change in the direction or intensity of either pro- 
duces a great change in the difference ; and as the direc- 
tion and intensity of the earth's magnetism is perpetually 
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varying, it is nearly impossible to keep the needle pointing at 
a constant fiducial mark or zero, or with a constant sensibility. 

The zero should be adjusted by a much smaller 
magnet called an adjusting miagnet, placed across the 
Hnes of force of the magnetic field or pointing east and 
west, and fixed so as to be capable of adjustment by 
turning in a plane perpendicular to the magnetic meridian, 
and with its centre in the meridian of the suspended mag- 
net This adjusting magnet does not, when turned, alter 
the intensity of the field near the suspended magnet, but 
only alters the direction of the lines of force. 

The suspended magnet in very sensitive instruments should 
be hung by a single silk fibre, such as can be obtained from 
the silk threads in a common silk ribbon. The viscosity and 
torsional elasticity of this fibre put a limit to the possible 
diminution of directing force as described above. 

§ 6. The most sensitive instruments employed are those 
known as Astatic galvanometers. In these instruments two 
magnets joined as in Fig. 93, with the north pole of one 

Fig. 93. Fig. 94. 




over the south pole of the other, form one suspended system. 
If the two magnets had exactly equal moments with axes 
precisely parallel, they would hang in equilibrium in any 
direction in any uniform magnetic field. The momeat q€ cse^ 
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magnet always slightly exceeds that of the other, and by this 
excess directs the system. A single galvanometer coil may sur- 
round one needle, or, as is obviously better, each needle 
may have its own coil, the two coils being so joined that 
the current must circulate in opposite directions round the 
two so as to deflect both magnets similarly. In one 
common form of the astatic galvanometer, needles about 
a couple of inches long are used, and their deflection is 
observed by means of a pointer or glass needle, a b, Fig. 93, 
rigidly connected with the astatic system by a prolongation 
of the brass rod c d. This pointer oscillates over a gradu- 
ated circle, and its position is observed by a microscope or 
simple magnifying glass. The coils are made flat, of the 
shape indicated in Fig. 93. To allow the introduction ot 
the needle, the top and bottom coils are made in two 
halves, placed side by side, with just sufficient space between 
them to allow the rod c d to hang freely. 

In Thomson's mirror astatic galvanometer. Fig. 94, the 
magnets are much reduced in size, being only about J in. long. 
They are connected by a strip of aluminium c d, and are fre- 
quently compound magnets, that is to say, the top magnet is 
. replaced by four little needles, all magnetised to saturation 
and placed with their poles in one direction while the 
bottom magnet is replaced by four similar little needles, 
having their poles also all placed in one direction opposed 
to that of the upper system ; the coils are made circular ; 
the upper and lower coils are each made in two halves, 
placed side by side. This arrangement gives the most 
sensitive galvanometer yet constructed. 

§ 7. A galvanometer with a single magnet directed by any 
uniform magnetic field, and made with a coil large in 
diameter relatively to the length of the magnet hung in 
the axis of the coil, is called a tangent gaJvanometery be- 
cause the tangents of the angles to which the needle is 
deflected by the currents are proportional to the currents 
causing the deflections. This law has been proved above, 
§ 3, Chap. VIII. The best form oi tan^^xiX. ^2\\wvQ\si^\fc\ \^ 
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that in which there are two coils in parallel planes, Fig. 95, 
separated by a distance equal to one-half their diameter. 
The magnet, which should be short, is hung in the common 
Uds of the coils half-way between them. 
■ The object of this airangement is to do away with the 
eiror due to the sensible length of the magnet, and to 
any small deviation from a truly central positioii. 

The deflection is observed by means of a light glass 
pointer oscillating over a graduated limb. 

§ 8. A galvanometer, whether astatic or not, with mag- 
nets directed by any uniform magnetic field, and liaving 
the coils constructed so as to be capable of turning on 
the axis round which the magnet turns, is called a sine 
galvanometer, because, if the coils be turned by hand so as 
to lie in a vertical plane parallel to that passing through 




the magnet when deflected by a current, then currents 
deflecting the magnet to angles % and flj will be to one 
another in the ratio of sin fJ and sin C, : this follows from 
the considerations explained in § 3, Chap. VIII. Sine gal- 
vanometers can be easily made much more sensitive than 
tangent galvanometers, because they may be astatic, a-ad 
because the coils may closely surroutvd the ma.gtiSi'i.'a. '\'^e."i 
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are inconvenient for many purposes, because an observation 
with them occupies a longer time than with any other 
galvanometer t each adjustment of the coils moves the 
magnet also, and many trials are necessary before pCT^ 
feet parallelism of the planes is arrived at This paral- 
lelism is attained by bringing a fiducial mark attached to 
the coils vertically under a pointer attached to the magnet 
A vernier is attached to the coils, and the angle through 
which they are turned from the position indicated by the 
fiducial mark when no current was passing to that indicated 
by the fiduaial mark when the current flows is read off on a 
graduated circle. This can be done with great accuracy. 
The coils are generally moved by a tangent screw, 

§ 9. The form of the coil in a galvanometer is not a 
matter of indifference. The coil may be too broad and flat, 
or it may be too narrow, to give the greatest intensity of 
magnetic field which can be produced by a given length of 
wire wound into a coil. For a given length and size of wire 
there is always one form giving the best effect. This form 
has only been determined for the simple circular coil used in 
the miiTor galvanometer 




The fonn of the curve, bounfiin^ ftie \«^ wcAati ^ iiS« 
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coils, is given by the following equation, due to Sir William 
Thomson : 

where a: is the ordinate measured in a direction parallel to 
the axis of the coil, y the ordinate perpendicular to that axis 
and a the distance O B. The origin of the co-ordinates is at 
centre of the coil, where the magnet hangs. Fig. 96 shows 
the theoretical curve and a longitudinal section of a practi- 
cable coil. A portion of the area enclosed by the curve near 
the magnet is necessarily omitted to give room for the magnet 
to move; a practical approximation is made to the best 
form by winding the wire on a bobbin of the proportions 
shown, and fillmg with wire that portion which is cross- 
hatched. 

Fig. 97. 




To get the best result the wire should not be all of one 
gauge, but should increase with the diameter of the coil, so 
that the cross section of the wire may be directly propor- 
tional to the diameter of the coil at each point : the resist- 
ance of every turn of the coil will then be equal. It is prac- 
tically impossible to follow this plan rigidly, but three or four 
sizes of wire may very properly and easily be employed in 
winding a galvanometer coil. 

§ 10. Sir William Thomson has given the name of graded 
galvanometer to an instrument constructed as above, and 
having also a moveable arm orlever by which one of the two 
terminals /, Fig. 97, can be connected by an arm a c^ 
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hinged at c, with the several stops, i, 2, 3, 4, so as to 
include in the galvanometer circuit either the whole of 
the wire, or J. or \, or \, but in all cases so as to use the 
most effident part of the wire for the degree of sensibility 
required. The relative sensibility of each grade is easily 
detennined by experiment, and is constant. 

§ 11. Sir William Thomson has given the name of dead 
heat galvanometer to a mirror galvanometer having the 
following pecuhanties — i very light mirror, 2 four small 
magnets at the back instead of one of equal neight, 3. 
the cell in which the mirror moves only just laige enough 
in diameter to allow the mirror to deflect , 4 the front 




and back ot the cell so close as each separateK to act 
as a stop, preventmg deflection of the mirror beyond the 
angle required to bnng the spot of hght to the end of the 
sca\e. The mirror does not strike the stops in actual use. 
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With instraments so made the spot of light moves to the 
final deflection without osdllatioD being checked by the 
viscosity of the air. The same end is much less per- 
fectly attained in some instruments by a vane of light 
material hanging from the magnet. This vane sometimes 
dips in water, and Mr. Vailey has made galvanometers in 
which the cell containing the magnet and miiror is fiill of 
water. 

§ 12. The Marine gcUvanomder'vs a galvanometer adapted 
for use at sea. It must be so constructed that neither the 
motion of the ship nor the change of direcdon produces 

Sec6(iciiil Pbln. 




sensible deflections. "Hiis result has been obtained by 
Sir William Thomson in the following way : The magnet 
and mirror of a mirror galvanometer are strung on a 
bundle of straight silk fibres, stretched between a and B, 
Fig. 98. The suspended ^stem is balanced so that the am 



200 Electricity and Magnetism, |Chap. XIIL 

of the fibres passes through its centre of gravity. A power- 
ful directing horse-shoe magnet, not shovn & the drawing, 
embraces the coils, and serves to overpower the directive 
force of the earth's magnetism, the effect of which on the 
suspended magnet is moreover much weakened by a 
massive soft iron case, enclosing the whole system every- 
where except at the little window d, by which the rays of 
light reflected by the mirror enter and return. An adjusting 
magnet n s is worked by a ratchet and pinion f. 

§ 13. The differential galvanometer has two equal coils, 
so arranged that when the same current or equal currents 
pass through the two coils in opposite directions, the 
magnet is not deflected. The effect of one coil is com- 
pletely neutralised by that of the other. The differential 
galvanometer is most easily made by winding simultaneously 
two equal wires on the coil. These two wires are sometimes 
arranged in a sort of ribbon or plait, being joined by the 
silk used to insulate them. The accurate equality of the 
magnetic fields produced by the two coils is easily tested, 
for if a current pass fi:om the battery first round one coil 
and then round the other in the opposite direction, it 
should, no matter how great its strength, produce abso- 
lutely no deflection. In most cases a small deflection will 
be observed, but this is easily remedied by adding a few 
turns to the weaker coil. If after this has been done the resist- 
ance of one coil exceeds that of the other, a length of wire 
can be added to the coil of least resistance, and placed in 
such a position as not to tend to deflect the magnet ; the 
instrument will then be in perfect adjustment This is a 
very usefiil instrument, as we shall see in a fixture chapter, 
for the purpose of comparing resistances. The coils are 
sometimes made of German silver instead of copper. 
German silver has a much greater resistance than copper, 
but its resistance varies much less with changes of tempera- 
ture. In differential galvanometers intended to be used in 
circuits otherwise of great resistance, the total resistance of 
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the coils is of small importance, but the equality of the 
resistance of th6 two coils is very important 

§ 14. The sens||5ilJty of a galvanometer may be varied 
in a very simple' manner by tiie use of what is termed a 
shunt. A shunt is a resistance coil, or 'coil of fine wire 
used to divert some definite portion of a current, taking 
it past a galvanometer instead of through its coils. Thus let 
G, Fig. 99, represent the galvanometer -.^^ 

coils, and let s represent the shunt. Let 
the resistance of the shunt be -Jth that of 
the galvanometer; then, of a total cur- 
rent passing firom c to d, 9 parts go 
through the shunt and do not deflect 
the needle, while i part goes through 
the galvanometer: only -j3^th of the 
whole current is therefore effective in 
deflecting the needle, and the deflec- 
tion (supposing a mirror galvanometer 
be used) is only -^th of what it would 
have been had no shunt been used. Similarly by making the 
shunt equal in resistance to ^-^Xh of the galvanometric coil, 
we reduce the sensibility of tiie instrument to the ■j^'^ part 
of its original sensibility. Most galvanometers used for 
measuring currents are now sold with shunts = ^th, -^th, 
and T^th, of the galvanometer coil : by these the sen- 
sibility of the instrument can be varied looofold. The 
shunts must be made of the same metal as is used for the 
coils, and should be placed so as to be as nearly as possible 
at the temperature of the coils. Calling s the resistance of 
the shunt, and G the resistance of galvanometer coil ; 
calling d the deflection without the shunt, and di the 
deflection with the shunt, we have quite generally, with a 
given constant current and assuming that the deflections 
shown by the instrument are proportional to the currents : 

d : di^ G+s : s. 

It must be remembered that adding the shunt will in iSL 
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cases diminish the resistance of the circuit, so that unless 
this resistance is so great that the resistance of the galvano- 
meter forms no sensible part of it, the defleJions will not be 
altered in the above proportion. Let r be the resistance of 
all parts of the circuit except the galvanometer. Then, if 
the E. M. F. remain constant, we have r + g as the total 

resistance when no shunt is used, and r + when the 

G + S 

shunt s is used. The currents c and Ci will therefore be in 
the proportion of r + to r + g; and compounding 

G "T' S 

this ratio with that given above, we have for d and d^ de- 
flections due to a constant e.m. f. with and without the shunts 

d \ dx = R (g + s) -H G s : (r -h g) s. 

§ 15. Galvanometers intendedfor circuits of extremely small 
resistance sometimes consist of a single thick ring of copper. 
The cell or battery used with such a galvanometer as this 
must be of such construction as to have very small internal 
resistance, or no deflection will be observed. A Grove's 
cell {vide infra, Chap. XIV. § 14) with large plates will give 
a current which can be observed with a single ring galvano- 
meter. Galvanometers intended for thermo-electric experi- 
ments must have very small resistance, and are frequently 
made with twenty or thirty turns of No. 20 wire Birmingham 
wire gauge, the diameter of which is nearly 0*09 centimetres. 
The resistance of these galvanometers may be less than 
a quarter of an ohm. Galvanometers intended for use in 
circuits of great resistance are frequently made with wire 
of No. 30 or No. 36 B.W.G., corresponding to the diameters 
0*0305 and*0'oio6 centimetres, and the resistance of these 
galvanometers is frequently as much as 8,000 ohms. About 
half a yard of the No. 36 gauge copper may have a resist- 
ance of one ohm, so that the above resistance would require 
4,000 yards of copper wire. The resistance in itself is a 
defect, but it is impossible to get a large number of turns 
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into a small space without great resistance. It is very im- 
portant that every coil of the galvanometer should be per- 
fectly insulated from its neighbour : if any two coils touch or 
are connected through the silk, they are, in technical lan- 
guage, said to be short-circuited ; the current does not then 
flow round any of the intermediate turns, and the effect of 
these is lost When there is no actual metallic contact there 
may be imperfect and uncertain insulation, and this is the 
worst defect a galvanometer can have : its resistance becomes 
uncertain and variable; the shunts can no longer be de- 
pended upon as equal to definite fractions of the resistance, 
and the instrument is useless for accurate observations. 
The insulated wire should not only be thoroughly covered 
with silk, but should also be baked so as to be very dry 
before being Wound on ; and after a few layers have been 
coiled, the bobbin should be baked again and dipped in 
pure melted paraffin. When the coiling has been completed 
the whole coil should be again baked, and its resistance 
compared with the calculated resistance of the wire wound on. 
Contact between coils of a differential galvanometer is 
obviously a radical defect; and when two or more 
distinct coils are wound on the same bobbin, as is some- 
times done, these coils must be very carefully insulated. 
Serious errors in testing have arisen from bad insulation 
between different coils and different parts of the same coil. 



CHAPTER XIV. 

ELECTROMETERS. 



§ 1. Electrometers indicate the presence ofa statical charge 
of electricity by showing the force of attraction or repulsion 
between two conducting bodies placed near together. This 
force, depending in the first place on the quantity of electricity 
with which the conducting bodies are charged, ultimately 
depends on the difference of potential between thetCL \ ^sn. 
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electrometer is therefore strictly an instrument for measuring 
difference of potential. It is used often simply to indicate 
the presence of electricity, but it does not measure quantity, 
and when used to compare quantities it can do this only 
because under given circumstances the differences of 
potential produced between the two conductors are propor- 
tional to the quantities on the bodies by which one of the 
conductors of the electrometer is successively charged. 

The usual repulsion electroscopes have already been de- 
scribed. They are known as the pith-ball or Canton's electro- 
scope ; the gold leaf or Bennetts electroscepe and the Peltier 
electroscope. Bohnenberger's electroscope, which consists of a 
single gold leaf hanging between two s)rmmetrically disposed 
knobs maintained one at a positive potential, and the other at 
an equal negative potential, belongs to a different class, 
called by Sir William Thomson heterostatic electroscopes — 
or instruments in which, besides the electrification to be 
tested, another electrification, maintained independently of 
it, is taken advantage of. In Bohnenberger's instrument the 
independent electrification maintaining the two knobs at a 
constant difference of potential is produced by a kind of 
galvanic battery called a dry pile, consisting of thin plates 
of two metals soldered together, and separated by paper 
which remains very slightly moist in consequence of contain- 
ing some deliquescent material. Sometimes the metal plates 
are replaced by metals in powder adhering to the paper. So 
long as the gold leaf is neither positive nor negative, it is 
neither attracted to the right nor left ; positive electrification 
deflects it to the negative knob, gnd vice versd. 

A modification of Bohnenbergefs electroscope, Fig. loo, 
may be made, in which the heterostatic charge may with 
advantage be given to the gold leaf, instead of to the two 
symmetrically disposed bodies a and b. Any difference of 
potentials between a and b will be indicated by the attrac- 
tion of the gold leaf to one side. The higher the potential 
of the gold leaf the more sensitive the instrument The 
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lily maintained by connection with 




5 2. The most perfect form of heterostatic electrometer yet 
constructed is Sir ^^lliam Thomson's quadrant electrometer. 
In this instrument the Bohnenberger's gold leaf is r^laced 
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by a very thin flat aluminium needle, «, shown in plan, Fig. 
1 01, and (to a smaller scale) in elevation, Fig. 102. This flat 
needle spreads out into two wings, shown dotted in the plan, 
and is hung by a wire s from an insulated stem q inside a 
Leyden jar. This Leyden jar contains a cupful of strong 
sulphuric acid, the outer surface of which forms the inner 
coating of the Leyden jar. A wire z, stretched by a weight, 
connects u with this inner coating. 

A mirror, hidden in Fig. 102 by the metal cover /, 
is rigidly attached to the needle « by a rod. The mirror 
serves, as in the reflecting galvanometer, to indicate the de- 
flection of the needle u by reflecting the image of a flame 
on to a scale. The needle u hangs inside four quadrants, 
a b c dy insulated by glass stems, i /j ; the quadrant a is in 
electrical connection with d^ and c is in connection with by 
as shown in plan. Above and below the quadrants two 
tubes, V and u}, at the same potential as u, serve to screen u 
and the wires in connection with it from all induction ex- 
cept that produced by the quadrants abed. These quad- 
rants replace the bodies a and b in the elementary form. 
Fig. 100. Let us suppose u charged to a high negative po- 
tential — then, if the quadrants are symmetrically placed, it 
will deflect neither to the right nor to the left, so long as a 
and c are at the same potential. If c be positive relatively 
to a^ the end of u under c and a will be repelled from a to r, 
and at the same time the other end of u will be repelled 
from d to b. The motion will be indicated by the motion 
of the spot of light reflected by the mirror. Moreover the 
field of force produced inside the quadrants is sensibly 
uniform just over the narrow slit separating them, so that 
the deflection will be sensibly proportional to the difference 
of potential between a and c. The number of divisions 
which the spot of light traverses on the scale will therefore 
in an arbitrary unit measure the difference of potential 
between a and c. This instrument is therefore an electro- 
meter^ and not a mere electroscope. Two terminals/, of 
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which only one is shown in the drawing, serve to charge a 
and c : they can be lifted up out of contact with a and c after 
charging them. A third terminal, /, serves to charge the 
Leyden jar. It is usually disconnected from the inner coat- 
ing by being turned back, so that the tongue m is discon- 
nected from the metal rod behind s. 

With good glass, carefully washed in distilled water and 
dried before the fire, before being filled with sulphuric acid, 
the Leyden jar can be made to insulate so well as not to lose a 
quarter per cent, of its charge per diem. Sir William Thom- 
son adds a little inductive electrical machine inside the jar 
(§ I, Chapter XIX.), by which the charge can be increased 
or diminished at will, and also a gauge by which the 
constancy of the charge can be measured. An instrument 
of this class may be made so sensitive as to give a deflection 
of 100 divisions for the difference of potential between zinc 
and copper. 

§ 3. The essential parts of Sir William TYiom^oVi^ portable 
electrometer are shown in Fig. 103. ^ is a flat insulated 
disc to which the charge to be measured may be communi- 
cated. -^ is a second insulated disc, having an opening at 
the centre filled by a very light aluminium plate/, supported 
by a stretched wire / /, and carrying an index arm below 
the plate h. This plate and wire are shown in Fig. 57, 
p. 100. If now g and h are at the same potential, there 
will be no charge on the opposed faces, and/ will neither be 
attracted nor repelled by^. If a charge of electricity be com- 
municated to g or h, so that the potentials differ, / will be 
attracted or repelled by g^ and the consequent motion can be 
read by observing at / the position of a little hair, fixed to the 
index arm. Unless, however, the charges on g and h are 
very great, the forces will be very small, and this arrange- 
ment would offer little advantage : its sensibility is enor- 
mously increased by the following device : — A considerable 
permanent charge is given to h^ which is maintained in 
permanent connection with a highly charged perfectly 
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insulated Leyden jar; then if ^ be in connection with the 
earth, a chaise will be induced on g, and / will be attracted 
by that charge with a very sensible force. Let the torsion of 
the wire ( / be adjusted so as to depress / or elevate the hair 
near /, then there will for a given potential of A beone distance 




between g and h, at which the electrical attraction will just 
balance the torsion of the wire. The distance of the plate 
g from the plate h can in the instrument be adjusted by a 
fine screw, and this position is read off by a divided scale and 
vernier. Let^next be disconnected from the earth and con- 
nected with the body the potential A of which is to be tested, 
i.e. compared with that of the earth — a new charge will be 
induced on^propoitional to the difference between the poten- 
tial of AandA; if A be positive, assuming the potential of A to 
be positive also, the charge will be less than that due to the 
earth, and plate ^ must be lowered. If, on the contrary, a be 
negative, the charge will be greater than that due to the earth, 
and to hrijif thehairat/badcto its fiducial mark ^ will have 
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to be raised — the difference of potential between a and the 
earth will be proportional to the distance through which g 

is moved ; for, from § 7, Chapter V., we have/ = ^ ^^ ; 

O "K d 

where v is the difiference of potential between two plates at 
a distance a. When /is at the fiducial mark, /determined 
by the torsion of the wire is constant, and the quotient 

-5- = - must also be constant so that the difference of po- 
ar a '^ 

tential v must vary in direct proportion to the distance a 
between the plates, in order to balance this constant force. 

Each 1 00th of an inch corresponds therefore with a given 
potential of the plate ^ to a perfectly definite and constant 
difference of potential, so that if with one body a the disc g 
requires to be raised coi above the position when the 
earth reading was taken, and with a second body b the same 
plate requires to be raised o*i above the same position, we 
know that the potential of b is ten times that of a, both 
potentials being above or below that of the earth. By 
making the potential of h in all cases large, the distance a 
may also be large for a constant force /, and a great range 
of measurement is thus combined with great sensibility. 

The plate h h forms part of the inner armatiu"e of a 
Leyden jar, the glass of which is lettered tn m ; the micro- 
meter screw d serves to raise and lower the insulated plate g 
by means of a slide which need not be specially described 
here. The position of^ is read off by a vertical scale not shown, 
still further subdivided by the divided ring at ^ ; the plate^ is 
connected with a terminal j, shown in Fig. 103^, projecting 
outside the Leyden jar through an opening in the case. This 
rod / serves to charge the plate g, and is usually covered 
with a cap, t, of special form, intended to prevent the influx 
or efilux of air. When the instrument is not in use, the 
cap / is pushed down, closing the Leyden jar entirely. 
When the instrument is in use, the cap / is raised, and 
being then wholly insulated it serves as the terminal by 

P 
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which to charge g, A lead case for pumice stone and 
sulphuric acid is placed inside the Leyden jar to dry the 
air. The Leyden jar can be charged by an insulated 
rod, introduced temporarily through a little opening pro- 
vided for the purpose in the top of the case. When the jar 
is once charged this hole is closed by a screw. When pro- 
per glass is chosen for the jar, well washed with distilled 
water, and dried by evaporation before the fire before being 
finally closed, the Leyden jar will not lose \ per cent, of its 
contents per diem. Care must be taken to remove the pu- . 
mice stone once a month and bake it, otherwise the sul- 
phuric acid diluted with water attracted from the atmosphere 
will overflow and spoil the instrument. The difference of 
potential produced by the contact of zinc and copper may 
be detected on this instrument, and the electromotive force 
of 20 or 30 Daniell's cells can be measured with considerable 
accuracy. The value of each division of the instrument 
alters as the charge in the Leyden jar varies^. The instru- 
ment is not an absolute electrometer, but is used to compare 
potentials as galvanometers are used to compare currents. 
It is specially adapted for experiments on the potential of 
the atmosphere. If a burning match be attached to the 
terminal j, the plate ^ is rapidly brought to the potential of 
the air at the point where the match bums. The instrument 
is held in one hand, the position of the hair at / relatively to 
the fiducial mark observed through the magnifying glass, and 
the plate g adjusted by moving the screw head w. In the 
manufacture of the instrument so much torsion should be 
given to the wire as will just leave the plate / in stable 
equilibrium when / is at the fiducial mark. When very little 
initial torsion is given, the directing force of the wire varies 
very rapidly with the increased angle through which it is 
turned by the attraction or repulsion of plate /, and the 
equilibrium is then very stable. As more initial torsion is 
given, the change of directing force due to a deflection from 
the £ducial point is less, and the equilibrium may easily be 
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made quite unstable. The torsion used should be a littl^ 
less than that giving instability for the lowest position in 
which g will be used. 

§ 4. The absolute electrometer is an instrument much 
like the portable, but on a larger scale, and so arranged that 
the actual force on the moveable disc can be measured. 
Then, calling v and Vj the two differences of potentials which 
give the same force f with the two distances d and Di be- 
tween the parallel plates, and calling a the area of the move- 
able plate, we have 



^1 - V = (d, - d) v^ — — , 



by which equation the difiference of potential v — Vi is 
given in absolute electrostatic units : from measurements of 
this kind we can detennine the constant multipliers required 
to convert the indications of a quadrant or portable elec- 
trometer into absolute measure. 



CHAPTER XV. 

GALVANIC BATTERIES. 



§ 1. The simplest form of galvanic cell practically in use 
consists of a plate of zinc and a plate of copper, immersed 
in water slightly acidulated by the addition of a little 
sulphuric acid. The zincs and coppers are generally 
soldered together in pairs, and placed in a long stoneware 
or glass trough, divided into separate cells by partitions as 
shown in Fig. 104. This battery is made more portable by 
filling the cells with sand, which supports the plates and 
prevents the liquid from splashing about when the trough is 
moved. In this form it is called the common sand batterv. 
The copper is advantageously replaced by platinum or 
platinized silver ; thi? battery without sand is then knowa 

r 2 
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as Sme^s battery. The rough surface of the deposited 
platinum seems to have the effect of diminishing polarisa- 
tion. Fig. 105 shows a common form of one cell of 




Smee's battery ; the plate of platinized silver hangs from a 
wooden bar between two plates of zinc amalgamated with 




mercury ; the brass terminals serve to hold the three plates 
together. 

In Walker's battery the copper is replaced by graphite. 

§ 2.. The following are the chief merits of a galvanic cell : 

1. It should produce a high electromotive force. 

2. It should have small and constant internal resistance. 

3. Its electromotive force should be constant whether it 
be employed in producing a large or small current 

4. The materials it consumes should be cheap. 

5, No materials should be consumed except when the 
battery is employed to produce a, cMneut. 
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6. The form should be such that the condition of the 
cells can easily be seen, and fresh materials added when 
required. 

No one battery combines all these advantages in the 
highest degree, and the special requirements of each case 
should guide us in the choice of the design to be preferred for 
any given purpose. 

§ 3. No single-fluid cell can give a constant electro- 
motive force because of the polarization of the pl?ites, § 9; 
Chapter IV. The electromotive force due to the metals 
in the batteries above described diminishes with extra- 
ordinary rapidity as soon as the poles are joined, especially 
when the current flowing is considerable. This diminution 
is due to an opposed e. m. f. consequent chiefly on the 
presence of free hydrogen on the copper or platinum 
plate. The eflect of gases in setting up an electromotive 
force is easily shown by the voltameter, Fig. 41, p. 67. Let the 
wires a and b be joined by a wire, part of which is the 
coil of a galvanometer. A current will be perceived 
opposed in direction to that which decomposed the water ; 
it will come from the hydrogen, through the water to the 
oxygen. This current is accompanied by the recombina- 
tion of oxygen and hydrogen forming water. The direction 
of the current from this gas cell is such as would be pro- 
duced if hydrogen were a negative metal electrode, and 
oxygen a positive electrode, as shown in Fig. 105^?. 
Provided the oxygen and hydrogen have no chemical 
afiinity for the metal employed to join them, this metal will 
have no eflect on the e. m. f. of the gas cell ; the hydrogen 
plays the part of the zinc plate, being oxidised by the 
water, and the hydrogen set free appears at the positive 
electrode (oxygen) and combines with it. The fact that 
hydrogen and oxygen joined by a metal conductor will 
recombine, whereas when simply in presence of one 
another they will not recombine, is probably due to the 
electromotive force set up at the junction between the 
metals and the gases. Thus the iuweUOTi \i^\:w^^'5L 
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platinum and hydrogen makes the hydrogen positive ; the 
oxygen is either less positive or negative : thus the difference 
of potentials produced by the contacts tends to produce a 
current from the hydrogen electrode to the oxygen elec- 
trode through the water, and this would decompose the 
water, sending hydrogen to the oxygen electrode, and 
oxygen to the hydrogen electrode. The result is, that the 
decomposition of the water is balanced by the recomposi- 
tion at the electrodes, and the gas gradually absorbed. 
The whole of the gas cannot be thus absorbed consistently 
with the theory of dissipation of energy. The above 
illustration of the action of the gases certainly is not a 
complete or accurate hypothesis. If it were, the electro- 
motive force of the gas cell or polarized platinum plates 
would be constant, whereas it is much increased if the 
decomposition of the water has been effected by a high 
E. M. F., and gradually diminishes as the recombination of 
the gases occurs, as we should expect from the theory of 
dissipation of energy. 

The electromotive force called up by the deposition of 
gases on electrodes is within limits nearly proportional to 
the E. M. F. employed in producing the deposition. This 
is most clearly seen when the electrodes are so formed that 
the gases cannot easily escape — ^when, for instance, the 
electrodes are small surfaces of metal, surrounded by an 
insulator, such as are produced by boring a hole so as to lay- 
bare a small portion of the copper of a guttapercha-covered 
wire. We may, perhaps, conceive the high e. m. f. produced 
in reaction against ^ great decomposing e. m. f. as due to the 
decompositions of a row of molecules forming a number of 
gas cells in series imperfectly insulated from one another. 

§ 4. The sand battery is the worst of all batteries as regards 
constancy of electromotive force, the polarization being 
greater in this battery than in any other because the gas 
cannot readily escape. The common copper and zinc cell 
is the next m order of demerit. Its electromotive force can 
at ^ny time while it is producm^ a cwrce,Yvt be greatly in- 
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creased by mechanically brushing the gases off the metals, 
or even by shaking the battery. The Smee battery is better 
than the copper zinc battery because it is found that hydrogen 
does not stick to the finely divided platinum on the surface 
of the plates so much as to the copper. The carbon or 
graphite plate in Walker's battery performs the same func- 
tion of facilitating the liberation of the free hydrogen. 

When any of these single fluid batteries are left with the 
electrodes free or insulated so that no current passes, the 
full electromotive force is gradually restored, partly by the 
liberation of the hydrogen, partly by its recombination 
with oxygen. The process of restoration may be assisted 
by passing a current through the cells against their e. m. f. 

For some purposes a constant current is not required ; 
— for instance, where batteries are employed to ring bells in 
houses or on railway lines they have long intervals of 
repose ; for such purposes single fluid batteries are still 
employed en account of their simplicity. 

§ 5. If the voltaic theory of the cell were absolutely 
correct, the electromotive force of the cell would depend 
wholly on the electrodes or plates in the electrol3^e, and 
not at all on the solution or electrolyte employed to connect 
them. We might then form a list or potential series (§22, 
Chapter II.) in which the difference of potential between 
each successive material being known, the e. m. f. pro- 
duced by a cell made with any two materials would simply 
be equal to the difference of potential obtained by summing 
up the differences due to all the intermediate materials. 
These differences of potential have not been determined 
by experiment, though potential series have been deter- 
mined so far as to give the order in which the materials 
come ; but it has been found that this order is slightly 
changed by the solution employed to join the plates or 
electrodes ; in order to account for this fact it is necessary 
to treat the voltaic theory as incomplete. The following 
are potential series for some of the more important solu- 
tions : — 
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The positions occupied by the several materials with 
the first five solutions do not differ so much as to 
invalidate the theory of potential series. We know from 
thermo-electric experiments that not only the chemical 
condition but the molecular condition of the metals (what 
may be called their tempering) affects their position in the 
potential series : remembering this fact, and also the eflfect 
of polarization, no surprise need be felt at the change in 
relative position of cadmium and tin, or bismuth and 
antimony. We perceive also a general law that the 
materials having the greatest affinity for one constituent of 
the solution are most electro-positive, and this agrees with 
the chemical theory of electromotive force already stated. 
The last potential series obtained with a yellow solution of 
sulphate of potash is quite anomalous and inconsistent with 
the simple potential series theory. 

§ 6. The true absolute values of the electromotive force 
produced by unpolarized single fluid elements are not 
accurately known, and owing to the polarization produced 
by any current cannot be determined by galvanometric 
observations. This is of less consequence, because, not 
being constant, the value of this electromotive force could 
not be used in any formulae depending on Ohm's law. The 
available electromotive force in a Smee's element is about 
o*47 of a volt 

The solution employed has little effect on the electro- 
motive force, but has a great effect on the resistance. 
Pure water has a much higher resistance than any of 
the solutions employed in batteries : hence a cell with pure 
water or nearly pure water will give only a very feeble 
current through an external circuit of small resistance ; 
when salt, or sulphuric or nitric acid are added, the current 
is increased at once. This is due merely to the change in 
the total resistance of the circuit, not to any increase <^ 
electromotive force. A solution of sulphuric acid and 
water containing thirty per cent, of sulphuric acid has a 
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smaller resistance than a solution with either less or more 
sulphuric acid ; but, when used to charge a battery, it gives 
rise to useless oxidation of the zinc — useless because it 
produces no current outside the cell. Much weaker 
solutions, of about one part in twelve, are therefore com- 
monly employed ; solutions of common salt and of sulphate 
of zinc are ;^so employed to charge the battery; the first 
because of its small resistance and the second because the 
action of the cells causes no change in the constituents of 
the solution. 

§ 7. Some useless oxidation of the zinc or other electrode 
which is consumed in the cell almost always occurs, and 
is due to what is called local action. This local action 
arises from inequalities in the condition of the zinc exposed 
to the liquid. These inequalities cause certain points of the 
zinc to be electro-negative to certain other points. These 
points being in metallic connexion through the mass of the 
zinc constitute with the fluid a galvanic cell of small e. m. f,, 
but also of very small resistance, and a current is produced in 
a local circuit as indicated by arrows in Fig, io6 : that portion 
of the zinc which is most electro -positive is eaten away, 
and the current produced is con- 
F G 06 fined to the cell, and cannot be 

utilized. This local action is 
very much increased by dimi* 
nishing the resistance of the 
fluid. It is much diminished by 
amalgamating the surface of the 
zinc This is done by cleaning 
the surface of the zinc plates 
with dilute sulphuric or hydro- 
chloric acid, aad then rubbing a 
little mercury over the surface 
with a brush. The surface being then composed of a uni- 
form material not susceptible of those differences of temper 
described by the words ' hard ' and ' annealed' is not attacked 
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by the solution until the external circuit is closed : no zinc 
is consumed except in producing useful currents. Several 
fomis of battery are in use in which the zinc plate is kept 
permanently in contact with a small supply of mercury, 

§ 8. Single fluid batteries are subject to another incon- 
venience besides that of polarization ; the solution usually 
employed cannot by any convenient means be kept in 
uniform condition. For instance, the sulphuric acid used 
in ftiost forms of the cell is gradually used as well as the 
zinc, so that the resistance of the battery is perpetually 
increasing, and the cell requires from time to time to be 
refreshed, as it is termed, by the addition of sulphuric acid. 
Single fluid batteries are subject, therefore, to three defects : 
their electromotive force is enfeebled by polarization ; it is 
not constant ; and their resistance is not constant. 

§ 9. All these defects are remedied in the two fluid bat- 
teries, of which the Danielfs cell was the first invented, and 
is a good t]T)ica! example. In the most constant form of 
this cell, the zinc is plunged in a semi-saturated solution 
of sulphate of zinc, the copper in a saturated solution of 
sulphate of copper, and these two solutions are separated 




either by a porous earthenware barrier or hy taking advan- 
tage of the different specific gravities of the two solutions. 
Fig. 107 shows three Daniell's arranged with porous cells, 
as used in telegraphy. The glass trough a a has gla|jfl 
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partitions b b, which separate it into distinct cells, insulated 
from one another. In these cells stand the porous eaithen- 
ware pols e e e, containing a saturated solution of sul- 
phate of copper, and sur- 
rounded by a serai-satu- 
rated solution of sulphate 
of zinc. A thick plate 
of zinc is joined by a 
fionnecting strap to a 
thin plate of copper at 
D D ; the coppers stand 
in the porous cells, the 
zincs in the sulphate of 
zinc. The terminal plate 
of copper c forms the 
positive pole of the bat- 
tery, and the terminal 
zinc Z has a copper wire 
soldered to it, which 
fortns the negative pole. 
In one common form, 
called Muirheads, and 
shown in Fig. io8, the 
glass trough A a contains 
ten cells, which stand 
inside a teak case with a 
lid, through which gutta- 
])ercha-covered wires 
pass at the ends. Crys- 
tals of sulphate of copper 
of the size of a hazel 
nut are placed in the 
porous cells to maintain 
the solution in a satu- 
rated condition. The copper connecting strap is cast in the 
zinc, having been tinned to ensure adhesion. The plates 
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may be four inches long, and two inches wide, and the 
copper plates about four square inches. . The zinc should 
hang on the upper part of the cell, and not reach to the 
bottom. 

§ 10. The chemical action in the DanielFs cell when in 
perfect working order has already been described, chap. xi. 
§ 9 ; the result of the series of actions there described is 
that the sulphuric acid and oxygen of the sulphate of zinc 
are transmitted to the zinc, combine with it, and form fresh 
sulphate of zinc ; the sulphuric acid and oxygen of the sul- 
phate of copper are transmitted to the zinc, set free by the 
above process, and reconvert it into sulphate of zinc ; the 
copper of the sulphate of copper is transmitted to the copper 
electrode, and remains adhering to it The whole result 
is therefore the substitution of a certain quantity of sul- 
phate of zinc for an equivalent quantity of sulphate of 
copper, together with a deposition of copper on the copper 
or negative electrode. Sulphuric acid and oxygen have a 
stronger affinity for zinc than for copper, otherwise there 
would be no source of power in the substitution. 

The result differs in two material respects from that given 
by single fluid batteries, i. No free hydrogen appears at the 
copper electrode. It is impossible to say whether water is 
or is not decomposed at some stage of the process, but if 
it is, the oxygen and hydrogen recombine without becoming 
visible. In the single fluid batteries described, the oxygen 
of the decomposed water combines with the zinc or other 
electropositive metal, leaving the equivalent of hydrogen 
free. In the Daniell's cell no oxygen is required from the 
water, the supply coming from the sulphate of copper. 
Consequently no free hydiogen appears. 2. It is com- 
paratively easy to keep the solutions in a sensibly constant 
condition. The sulphate of copper solution is maintained 
by the presence of crystals of sulphate of copper. The 
sulphate of zinc solution, if it be saturated in the first 
instance, simply deposits the sulphate of zinc which is 
formed. Practically it is found bettei to ^o\V xtv^^ ^s^^^v 



222 Electricity and Magnetism, [Chap. XV, 

saturated solution of zinc, because a crust of sulphate of zinc 
crystals forms at the edge of the saturated solution and this 
impairs the action of the battery if it touches the zinc, and 
injures the insulation of the battery by forming a conducting 
film all round the edges of the cell, and on the copper junc- 
tion straps. 

§ 11. The Danieirs cell will give a constant electromotive 
force, and retain a nearly constant resistance, for weeks to- 
gether. To ensure this result, the following precautions must 
be taken ; 

The solutions must be inspected daily and kept in the proper 
condition by the addition of crystals of sulphate of copper and 
the removal of sulphate of zinc solution, water being added 
to replace the liquid withdrawn. No sulphate of zinc or dirt 
must be allowed to collect at the lips of the cells. The zinc 
plate must not touch the porous cell, or copper will be 
deposited upon it, which will set up local action. The 
sulphate of copper must be free from iron. To detect 
iron, add liquid ammonia to the solution ; both copper and 
iron will be at first precipitated, making the solution appear 
cloudy; but as more ammonia is added the copper will be 
redissolved, forming a bright blue solution, and leaving the 
iron as a brown powder. No acid should be used to set 
the battery in action ; it should be charged with sulphate of 
zinc from the first (unless a very low resistance, not con- 
stancy, be the object in view). The plates should be clean. 
Copper plates, if dirty, may be cleaned by being made red 
hot, and dipped in weak ammonia. The card used in 
cotton factories is a good brush for batteries. Porous cells 
must be examined to see that they are not cracked ; if set 
aside for a time after being used, they must be kept moist, 
or the crystallization of the sulphate of zinc they contain 
will crack them. The solution of sulphate of copper must be 
watched to see that it does not rise in the porous cells so 
high as to overflow the edges. This action by which 
liquid is drawn from one side of the porous diaphragm to 
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the other is called osmose. The resistance of the cell 
described above with very porous Wedgwood pots may 
perhaps not exceed 4 ohms; 6 or 10 ohms is a much 
more common resistance. 

§ 12. The various constructions of Daniell's cell are very 
numerous. When the cells are large, a separate glass or 
earthenware jar is generally used for each cell. The porous 
cells are cylindrical, and the zincs and coppers are likewise 
parts of cylinders. Sometimes the zincs and sometimes- 
the coppers are placed inside the porous cell ; but the 
zinc should always be in the largest receptacle. Sometimes 

Fig. 109. 







the copper electrode is made the jar to hold the sulphate 
of copper, the zinc being tlien inside the porous cell. This 
form of cell cannot be recommended, as the copper is fre- 
quently eaten away at the comers and allows the liquids to 
run out 

A more distinct form of the Darnell's cell is that in which 
the porous cell is replaced by sawdust; the copper lies at 
the bottom of the cell covered by crystals of sulphate of 
copper; on this sawdust is placed, moistened with the 
copper solution at the lower part of the cell and with the 
zinc solution near the top of the cell On the top of all lies 
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the zinc plate. This form of battery was first used by Sir 
William Thomson, who made the lower coppers in the form of 
trays, which rested directly on the zinc of the cell beneath. 
This fortn would be very convenient for plates of large size, 
if the copper were not occasionally eaten through. This 
defect he has remedied by making the trays of wood covered 
with lead, electrotyped with copper at the bottom. Fig. 109 
shows three of these square trays, in which the zincs are 
forty-one centimetres long and broad. The trays are seven 
centimetres deep inside. The resistance of one of these 
cells is about 0-2 ohm. 

The zinc is made in the form of a grating to allow 
bubbles of gas to escape, and is supported on blocks of 
wood w at the comers. 

§ 13. Fig. iro shows a slight modification of the sawdust 
battery, commonly known ^&Mmotti's element.' In an earthen- 




ware or glass cell, a flat circular plate of copper c is laid, 
with a piece of guttapercha-covered wire soldered to it; this 
wire comes out of the cell and forms the positive pole. The 
copper is covered with crystals of sulphate of copper and 
sawdust as above described, and the zinc lies on the top. 
A little oil is sometimes added to prevent evaporation. 

■ This element differs in no respect from one introduced for testing 
the Atlantic cable, by Sir WilliEm Thomson, in 1858^ 
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The cells are usually about lo centimetres diameter inside 
and 12 centimetres high. The metal plates are then made 
about 8^ centimetres diameter. This form of battery is 
portable, and has a constant e. m. f. Its resistance is high, 
being usually about 20 ohms when in fair condition. It 
is chiefly used for purposes connected with testing. The 
sawdust cells are well adapted for use at sea, where the 
wash of the solution tends to disturb the electromotive 
force and to produce variable polarization; for even in a 
Daniell's cell there is practically always some polarization. 

Gravitation batteries are like the Minotti's with the 
sawdust removed. They must be kept perfectly still, and 
are found difficult to manage. 

§ 14. The following double fluid batteries are in practical 
use : — I. Marie Davy's element, which consists of a carbon 
electrode in a paste of proto-sulphate of mercury (h*2S04,) 
and water contained in a porous pot, and a zinc electrode 
in dilute sulphuric acid, or in sulphate of zinc. The 
chemical action is similar to that of the Daniell's cell; 
sulphate of zinc is formed, and mercury deposited at the 
carbon electrode. 

The sulphate of mercury is apt to rise by capillary action 
to the junction of the carbon and copper ; it then attacks 
the copper and destroys the continuity of the circuit. This 
is prevented by filling the pores of the charcoal at the top 
with melted paraffin ; the sulphate of mercury is expensive, 
but very little mercury need be wasted, and it is easily 
re-converted into proto-sulphate. This material is poison- 
ous. The E. M. F. of this element is about 1*5 volts, but 
its resistance is greater than that of a Daniell's cell. 

2. Groves cell, — This well-known and very useful element 
consists of a platinum electrode plunged in nitric acid, 
more or less diluted, and a zinc electrode plunged in sul- 
phuric acid diluted with about twelve parts of water : the 
two solutions are separated by a porous cell. The zinc is 
converted into sulphate of zinc, the oxygen required being 

Q 
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obtained from the water ; the hydrogen is prevented from 
remaining free at the platinum pole by forming, with the 
nitric acid,, water and hyponitrous acid gas. This gas is in 
part dissolved, and in part appears as nitrous fumes. These 
fumes are not only disagreeable, but poisonous. The 
electromotive force of this battery varies from nearly two 
volts, when the nitric acid is concentrated and the sulphuric 
acid solution has the specific gravity i'i36 (20 parts sulphuric 
acid in 100 by weight), to i'63 volt, when tiie nitric acid 
solution has the specific gravity 1*19 (26*3 parts N2O5 in 
100 solution), and the sulphuric acid the sp. gr. i'o6 (9 parts 
in 100 by weight). 

With the zinc in sulphate of zinc, and the nitric acid 
solution sp. gr. 1*33, the e. m. f. is 1*67. 

With the zinc in solution of common salt, and nitric acid 
sp. gr. 1*33 (45 parts in 100), the e. m. f. is 1*9 volt. 

The E. M. F. of this cell is very high, but its great merit 
is its low resistance which may with moderate-sized cells be 
reduced to :J of an ohm. The resistance of a cell con- 
structed as follows was '212 ohm; area of zinc plate 27-3 
sq. in. : area of platinum plate 13*8 sq. in. ; sp. gr. of sul- 
phuric add I '06; nitric acid 26*3 parts by weight in 100 
of solution. The double e. m. f. is easily got by doubling 
the number of Daniell's elements, but the size of these 
elements must be immensely increased to reduce the resist- 
ance to that of a small Grove's cell. 

3. Bunsen^s cell, — ^This element is exactly similar to 
Grove's, except that the platinum is replaced by porous 
carbon. In both Bunsen's and Grove's cells the zinc must 
always be amalgamated, or the local action causes intoler- 
able fumes and waste of zinc. The electromotive force of 
Bunsen's cell is rather greater than that of Grove ; but the 
resistance is also greater, and there is occasionally difficulty 
in securing a good contact between the carbon electrode and 
the metallic strap or wire used to connect it with the next 
zinc or with the terminal of the battery. The carbons are 
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specially prepared for all carbon batteries, and vary much in 
quality. The upper part of the carbon should be impregnated 
with stearine to prevent the junction from being cortoded. 

Faure puts the nitric acid inside the carbon pole, which is 
made in the form of a bottle closed by a carbon stopper. 
The carbon performs the double part of porous pot and 
electrode. The nitrous fumes rise inside the bottle, and by 
their pressure assist in forcing the nitric acid through the 
porous carbon. 

The resistance of an ordinary Bunsen's element 12 centi- 
metres high with the carbon outside the zinc is given by 
Blavier as equal to from 2 to 3 ohms when partially charged, 
but to double this amount after a few hours. 

4. The Chromate of potassium element is thus de- 
scribed by Mr. Latimer Clark: * Prepare two solutions, 

* the first to be made by dissolving 2 ounces of bichromate of 

* potash in 20 ounces of hot water, and when cold add 10 

* ounces of sulphuric acid. As this addition will cause the 

* solution to become warm, it must be allowed to cool before 

* being used. The second is a saturated solution of common 
*salt. To charge the battery with these solutions the 

* bichromate solution must be poured into the porous jar 

* containing the carbon, until it reaches about half an inch 

* from the top ; then pour the salt solution into the outer 

* vessel containing the zinc until it reaches the same level.' 

The electromotive force is said to be 2 volts. 

The chlorine of the common salt unites with the zinc, 
forming chloride of zinc, while at the carbon electrode the 
sodium replaces hydrogen in sulphuric acid, forming sul- 
phate of sodium. The nascent hydrogen reduces chromic 
acid (produced by the action of sulphvuic acid on the 
bichromate of potash), so that sulphate of chromium is 
produced. In chemical notation, 

3Zn ; 6 NaCl \ 6H2SO4 ; 2Cr03 

gives sZnCl; 6H2O; 3NV04 ; c'2(s04)3. 

% 
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5. The Leclanchk battery ; a zinc carbon element. The 
zinc is plunged in a solution of ordinary commercial sal 
ammoniac, and the carbon is tighdy packed in a porous pot, 
with a mixture of peroxide of manganese and carbon, in the 
form of a coarse powder. Its e. m. f. is about i '48 volt. 
The zinc unites with chlorine, forming chloride of zinc; 
ammonia is set free at the negative electrode, while the 
nascent hydrogen from the ammonium reduces the peroxide 
of manganese to sesquioxide. The chemical notation of 
the change is that Zn; 2NH4CI; 2Mn02 is changed into 
z°cl2 ; HgO; 2NH3; M'^gOa- 

6. Mr. Latimer Clark's cell of constant electromotive 
force ; this element has already been described, Chap. IX. § 2. 

§ 16. With all batteries it is of the utmost importance that 
during any delicate experiments the whole battery should be 
perfectly insulated, and each cell perfectly insulated from 
its neighbour. For telegraphic purposes this is less essential, 
but it is always desirable. When a battery gives no current 
or a much feebler current than was expected, the following are 
defects which should be looked for: i, solutions exhausted; 
for instance, sulphate of copper in the DanieU's cell entirely 
or nearly gone, leaving a colourless solution ; 2, terminals 
or connections between the cells corroded, so that instead 
of metallic contact we have oxides of almost insulating 
resistance intervening in the circuit; 3, cells empty or 
nearly empty; 4, filaments of deposited metals stretching 
from electrode to electrode. Intermittent currents are 
sometimes produced by loose wires or a broken electrode 
which alternately makes and breaks contact when shaken. 
Inconstant currents are also produced when batteries are 
shaken, unless they are in first-rate condition : the motion 
shakes the gases off the electrodes, increasing temporarily 
the E. M. F. 
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CHAPTER XVI. 

MEASUREMENT OF RESISTANCE. 

§ 1. In order to. measure a resistance we must compare it 
with a standard recognised as the unit of resistance. In 
telegraphy the measurement of resistance plays a very 
important part, regulating the choice of materials and enabling 
the electrician to test the. quality of goods supplied. The 
ohm (Chap. X. § 4) is the unit of resistance almost universally 
adopted in this country. Multiples and submultiples of the 
ohm are so arranged in boxes of resistance coils that any 
given resistance from one ohm to 10,000 or 100,000 ohms 
can be readily obtained for comparison with any other resist- 
ance. The general arrangement of these boxes is shown in 
the diagram, Fig. in. 





Between two terminal binding screws t and Ti secured on 
a vulcanite slab, are fixed a series of brass junction pieces, 
tf, by c, d'y each of these is connected by a resistance coil to 
its neighbour, as shown at i, 2, 3, and 4. A number of 
brass conical plugs with insulating handles of vulcanite are 
provided, which can be inserted between any two successive 
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junction pieces, as between t and a, or a and b. Conical 
holes are bored for this purpose at the opening between the 
junction pieces. When the plugs are withdrawn, no electrical 
connection exists between the junction pieces except through 
the coils. 

Let us assume that the resistance of the first coil is one 
ohm, that of the second two ohms, that of the third 
three ohms, and that of the fourth four ohms. Then if the 
plugs are arranged as in the figure the whole resistance 
between t and t, will be 4 ohms, because the resistance of 
the large metallic junction pieces directly connected by 
plugs would be insensible bet^'een f and t. If all the plugs 



were withdrawn, the resistance between t and d would be 
10 ohms, and obviously by properly arranging the plugs we 
could obtain any resistance from i to 10 between t and d. 
Now suppose that d, instead of being the final terminal 
of the set of resistance coils, were connected by a thick 
copper bar to / as in Fig. 112, showing a plan of the 
lid of the box containing the coils; and that a similar 
series of junction pieces were used to connect coils of ro, 
20, 30, and 40 ohms, precisely as a, b, e, and d connected 
the coils I, 2, 3, and 4 ; then between t and d^, if all the 
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plugs were out, we should have a resistance of 100 units, 
but by inserting the proper plugs we could at will have 10, 
20, 30, 40, 50, 60, 70, 80, or 90 units. Thus for 80 units, 
withdraw the ist, 3rd, and 4th plug, giving 10 + 30 + 40 or 
80 units. Now between d^ and t we can obviously by proper 
plugging obtain any number of units between i and no ; d^ 
is connected by a thick bar with /j, the last of five junction 
pieces joining coils of 100, 200, 300, and 400 units, by means 
of which, between d^ 1 and t, we can get with the twelve plugs 
any number of units firom i to mo; similarly with four 
more junction pieces and four more coils we have between 
Ti and T, the final terminals of the box, a series of sixteen 
coils and sixteen plugs, by the proper arrangement of which 
we can between t and Ti obtain any number of units of re- 
sistance from I to iiiio j when all the plugs are in their 
places the resistance between t and Tj ought to be very small 
relatively to the resistance of one ohm ; and, if this is not 
the case, the plugs and holes must be well cleaned, as any 
resistance observed when all the plugs are in, can only be 
due to imperfect metallic contact between the holes and plugs. 

§ 2. Many other arrangements of resistance coils may be 
adopted. Thus, instead of the i, 2, 3, 4 series, we might have 
had ten equal coils in each row of junction pieces, but this 
would have required 40 plugs instead of 16. We might 
also have arranged ten coils in a circle, and joined them to 
II equidistant junction pieces, as in Fig. 113. Then the re- 
sistance between the wires / and t^ would be 2 if the arm a 
was on the second stop, or 5 if on the fifth stop. The 
end of the arm a may be so arranged that, before leaving 
one junction piece, it makes contact with the next, so that 
the circuit between / and t^ is never wholly broken. 

In all boxes of resistance coils the following precau- 
tions should be observed during the manufacture. Large 
gauges of wire should be used for the smaller coils instead 
of short pieces of fine wire. Better adjustment and less 
liability to derangement by a powerfiil current is thus ob- 
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tained The metal used for the wire must be such that its 
resistance varies little with changes of temperature, Gennan 
silver is a good material. The wires should be insulated with 




two coatings of silk saturated with solid paraffin or other 
suitable insulatmg mixture No soldermgs should be per- 
p,^ ___ miCted inside the coils— above all, no 

■^solderings in making which acid is used. 
■'The wire should be wound double, so 
that the current makes as many turns from 
'left to right as from right to left. There is 
no self-induction (Chap. III. § zi) in a coil 
so wound, nor does the current affect gal- 
vanometers in the neighbourhood. The 
junction pieces must be firmly fixed, well 
insulated, a.nd so formed that the vulcanite 
on which they stand can be easily cleaned. 
It is a good plan to make the bobbins 
hollow, and rather of large than small 
diameter, to promote uniformity of temperature. All the 
bobbins should be in one box. 
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§ 3. Let two points a and b, Fig. 114, be joined by two 
conductors having resistances r and r,, these conductor^ 
are said to be joined in multiple arc ; with a difference pf 
potentials 1 between a and b. 

The current c through r will be equal to -, and similarly 

r 

the current through rj will be — ; the whole current be- 

1 ' 1 \ ir A- r\ 
tween a and b will be - H , or ^ ^ ^ — ' : this current will 

r r, tr^ 

be the same as if a and b had been joined by a single re- 

sistance equal to ?— ' which is therefore the resistance of 

the two conductors joined in multiple arc. With three wires 
^> ^i» ^ii> connecting the same points by a multiple arc, the 

resistance between a and b will be — ■- ? — ^-^ 

r r^-\- r^ rn + r r^y^ 

If a galvanometer with the resistance g be shunted by a 

shunt of the resistance j, the resistance of the shunted galvano- 

meter will be Let u = — -!^, then the sensibility 

G "T" .f S 

of the shunted galvanometer will be to that of the un- 
shunted galvanometer as 1 to 2^ ; then calling c the current 

c 
flowing in other parts of the circuit, - will flow through 

/-« 

the galvanometer, and — c will flow through the shunt ; the 

us 

resistance of the shunted galvanometer will be -. 

u 

Example, — ^We have a galvanometer with a resistance of 

8,000 ohms, and wish to find the shunt which will reduce its 

sensibUity 100 fold, « = 100 = ?i5£5J:J oxs =A??1= 

s 99 

80 -8. 
The resistance of the galvanometer when shunted will be 

80 = ?i2£?. 
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§ 4. Definition, — The conductivity of a given wire or con- 
ductor is the reciprocal of its resistance. 

That is to say, if « be the resistance of the wire, — is its 

a 

conductivity; if the resistance of a conductor Is lo ohms, 

its conductivity is o'l. 

The conductivity of a number of wires joining two points 
in multiple arc is the sum of the conductivities of the several 
wires. For the current in each wire with a unit differ- 
ence of potential between the ends is -. 

The sum of all the currents is 

i + i + i-+...i, 

r Vx rji rn 

which is the same current as if a single conductor joined 

the two points with a conductivity of ( — f- — + — . . . + — ) 

The resistance of the wires in multiple arc is the reciprocal of 
the conductivity of the multiple arc. This rule gives the 
same expression for the resistance as is given in § 3. 

Example, — Let two points be joined by wires in multiple 
arc with resistances of 2, 18, 27, and 64 ohms respectively. 

The conductivities are 0*5, 0*05555, '03704, '01562. The 
sum of the conductivities is 0*6082 ^ and the resistance of 

the four wires in multiple arc = ^ ^. = i '644 ohms. 

•6082 

§ 6. We may compare one resistance with another by 

comparing the deflections produced by a given battery 

through the same galvanometer, but with the different 

resistances in circuit Thus, let G be the galvanometer 

resistance, b the battery resistance, R a resistance chosen at 

pleasure from those at our disposal in the box of resistance 

coils, and x the unknown resistance which we wish to measure 

or compare with R. Let us first observe the deflection d ob- 

^ tained with a circuit containing g, b, and r only, arranged in 
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any order, and next the deflection ^1, obtained with g, b, and 
X only in circuit : then, if the galvanometer be a mirror 
galvanometer, the deflections of which are proportional to the 
currents flowing through it, we have, by Ohm's law, the pro- 
portion 

g-|-b + R:g + b + ^ = ^i : d\ 
for the E. M. F. being the same in both cases, the currents and 
therefore the deflections must be inversely proportional to 
the total resistances. From the above we find 

:v = ~ (g + B + r) - (g + b) . . . 1**. 

When G and b are so small that they can be neglected 
relatively to r, we have approximately :v ±= — - r. This case 

seldom arises ; but firequently, as, for instance, when x is the 
resistance of some insulating substance, we may neglect 
G 4- B as insensible relatively to x^ and then we have 

X = ^(^ V + ^) . . . 2^ 

d\ 

The number ^ (g+b+r) is in telegraphy called the con- 
stant of the instrument with the given battery. If //i=l, we 
shall have the whole resistance of the circuit x =//(g+b 
H-r); hence the constant is often defined as the resistance 
of the circuit with which the given battery would give the 
deflection 1. Obviously when a tangent galvanometer is 
used, we must write tan d and tan d^ in the above formulae 
instead of d and dfj ; and if a sine galvanometer is used, 
we must write sin d and sin ^1. 

§ 6. By the use of shunts the application of this method 
is greatly extended; calling the resistance of the shunt 
s, the resistance of the shunted galvanometer becomes 

; hence if the shunt be used when both d and d^ are 



G + S 



observed, we must in equation 1 substitute for Gj 

GtS 
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the only effect being to diminish the resistance of the galva- 
nometer ; but when d is observed with the shunt in, and di 
without the shunt, the sensibility is different in the two cases. 

Then let the ratio — ^ be called u as before : we have by 

s 

Ohm's law : — 

2 +B-I-R : G + B + ^ = ^2?i : u d. 



u 

d G 

^ •= « ^ /- + B + r) - (g + b) ... 3' 



or ^ .= 



The constant of the unshunted galvanometer or resistance 

for which //, = 1, is « // (- + b + r). 

u 

Thus with a shunt reducing the sensibility lob-fold, a 
deflection of 90 divisions, with g = 8000, b = 20, and 
R = 4000, the constant will be 36,900,000 ; this will be the 
whole resistance of the circuit including g and b with which 
the battery used would give the deflection 1 on the galvano- 
meter used without a shunt. In practice r is chosen so that 

- + B + R may be some whole convenient number : thus 
u 

in the above case an experienced observer would have made 
R = 3900 when the constant would have been 36,000.000. 
A series of shunts are usually sold with each galvanometer of 
such resistance that u may by them be made 10, or 100, or 
1000 at pleasure. The constant is determined at the 
beginning of the experiment when the galvanometer is not 
shunted, and the value of the resistance in circuit giving a 
deflection d^ is obtained by simply dividing u times the 
constant by d^. To get ^, the resistance of g + b must 
be subtracted from the whole circuit, but when the sum of 
G + b is small, this subtraction is often omitted. 

This mode of measuring a resistance is much used in test- 
ing insulating materials, such as gutta-percha. The battery 
and wire covered with gutta-percha are arranged as in Fig. 
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The negative current flows from z through the shunted 
galvanometer to the copper wire inside the gutta-percha ; 
then through the gutta-percha to the 
water in the tub t, and from t to the 
copper pole of the battery. The resistance 
X is the resistance of the gutta-percha. 

§ 7. The value of R in the above equa- 
tions is always known, and the value of g 
or of - is also generally known, and can 

always be directly determined by experi- 
ment ; for instance, it may be measured as 
any other resistance would be measured, 
a second galvanometer being used for the 
purpose. The value of b should be de- 
termined at least once a day, since the 
resistance of any battery is found to vary 
considerably from day to day. There are 
several methods of determining the value 
of B. The following is the most corn- 
Make a circuit consisting of the battery b, the galvano- 
meter G, and a set of resistance coils r ; shunt the galvano- 
meter with a piece of short thick wire connecting the ter- 
minals ; put all the plugs of the resistance coils in their 
places so as to reduce r sensibly to zero ; let the wire shunt 
be so short and thick as to have no sensible resistance 
relatively to the battery, but adjust it of such length that a 
sensible deflection d is shown by the galvanometer ; the 
greater part of the current is shuqted, but enough goes 
through the sensitive galvanometer to give the deflection 
D ; under these circumstances the whole resistance of the 
circuit is b, that of the battery, forR is reduced to nothing, 
and the resistance of the shunt is insensible ; now increase 
the resistance in the box to r by taking out plugs until a 
deflection n, is obtained ; then 
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R + B : B = D : D,, or B = ^^> 4** 

D — Di 

If Di = — we have b = r 
2 

This method has the defect that the battery resistance is 
measured when a powerful current is passing, increasing the 
polarization. Moreover the current is very different when 
D and Di are taken, and the polarization very diflferent 
Consequently Ohm's law is seldom strictiy applicable, be- 
cause the E. M. F. of the battery is not strictly constant 
throughout the experiment. With a battery of ver}'^ small 
resistance, this method would be liable to injure the re- 
sistance coils. 

The following is a second method by which the sum 
b -h G is determined. Observe two deflections d and Dj 
given by the battery when the two circuits are b + g + r 
and B + G + Ri ; then we have g + b + r : g + b+Rj 
= Dj : D, and 

G + B = ^'°'-'^" 5° 

D — Di 

Mr. Varley recommends that three deflections d, Di, and 
Dii, be taken with additional resistance R, Rj, and Rh for 
the purpose of testing whether polarization interferes much 
with the experiment; if there be no polarization, adjusting 
the values of R, Rj, and Rji so that Du = 4 d and Dj ?= 2 
D, we should have r = 3 Rj — 2 Rji. 

The following is a third method. Arrange the connec- 
tions as in Fig. 1 1*6 ; let d be the deflection when the cir- 
cuit is B + R + g ; next insert the shunt of known resistance 
s, by making contact at a) reduce r to Ri until the deflec- 
tion is the same as before, then 

B = s-5— li. ... 6^ 
G + Ri 

or, fourthly, leaving r unaltered, let Di be the deflection 

observed when contact is made at a \ then 
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D — D 



B = S 



* G + S 



Di — D — 






or approximately 



B 



— c J^ - »i 



• . • • o 



This method is especially applicable to batteries of very 
small resistance. 

§ 8. The accuracy with which a resistance can be mea- 
sured by any of the above methods is limited by the accu- 
racy with which a deflection can be observed If we cannot 
make certain that any deflection is correct within one per 
cent, still less can we feel confident that the resistance 
calculated from the deflection is correct within one per cent. 



Fig. 1x6^ 



Fig. ZZ7. 
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The following methods, which may all be termed differential 
methods, admit of much greater accuracy. The simplest 
differential method has already been described (Chap. III. 
§ 3), and the arrangement of the connections is shown in Fig. 
117. With a sensitive galvanometer it admits of extreme 
accuracy, for by increasing the battery power we may increasft. 
sLt pleasure the deflection whicVi lYie dMLeiwic^ \i^\:«^^^ "^^ 
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currents in the tvvo branches produces. We may also shunt 
either branch of the galvanometer so as to reduce its resist- 
ance and sensibility u times. Calling the resistance of each 
branch of the instrument G, we then have, when the galvano- 
meter is undeflected on completing the circuit, assuming that 
the known resistance is connected with the shunted branch 
of the galvanometer, 

+ G : ^ + -= 1 : u 
u 

or X = u (r + g) . . . . Q° 

u 

If, as in the figure, x is connected with the shunted branch, 

we have x = - . 

u 

Resistances one thousand times greater or one thousand 
times less than r, are easily measured in this way. In order 
that the plan should give accurate results, it is necessary that 
the ratio u be accurately known and that it remain constant. 

Now u = — i— : and if the resistance of either g or s varies 
s 

during the experiment fallacious results are given. 

When the wire of a differential galvanometer is made of 

copper the shunts must be of copper also, in order that the 

ratio u may be constant at all temperatures; but even 

with this precaution, the very current employed in testing 

disturbs the value of u, for a much larger current flows 

through s than through g, and hence more heat is generated 

in the shunt than in the galvanometer coil, and this heat is 

concentrated in a comparatively small mass of metal ; the 

consequence is that the resistance of the shunt is increased 

relatively to that of the galvanometer by every current 

which passes, and this seriously impairs the value of the 

method. DifFeiential galvanometers made of German 

silver give much more accurate results than copper wire 

instruments, because their resistance and that of their shunts 

are less affected by temperature. The circuit should be com- 

phted for the shortest possible ^ma'b^ m^Ya%c«tite.c.t with 
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a key at «, and breaking it as soon as a deflection to right or 
left has been observed. This may, however, lead to error if 
the unknown resistance .jc is so formed that any. self-induction 
can take place, or if ^ has any sensible electrostatic capacity 
like a gutta-percha-covered wire in water. In either of these 
cases the currents in the two branches will not increase at 
the same rate when contact is first made. Assuming the coils 
in R to be properly wound, while ^ is a simple bobbin of 
wire not wound double, the current in x will lag behind, 
and hence a momentary contact at a will always show x as 
greater than r when it is really equal to it The first jerk 
of the galvanometer needle must, in this case, be neglected, 
and X measured by means of the permanent deflection 
arrived at after the currents in the various branches have 
become constant. 

§ 9. When a steady current c through a - resistance r is 
due to a difference of potentials i between the ends of the 
conductor, then the difference of potentials i between any 
two intermediate points separated by a resistance r must be 
equal, by Ohm's law, to r c ; the smaller the resistance be- 
tween the two points the less the diflference of potential 
between them, and if one end of the conductor be at zero 
potential or uninsulated, the potential of any point in the con- 
ductor will be proportional to the resistance r between the 
earth and the point in question, and equal to r c. In the 
diagram Fig. 118, if the line a e represents to any scale the 

Fig. zx8. 
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length of a uniform conductor separating the battery c z 
from the earth at e, and if the line or ordinate p a represent 
the E. M. F. of the battery to any scale : then, joining p e by 
a straight line, the ordinate f h will represent the potential 
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of the conductor at the point f. If, for instance, p a is 
equal to 1 2 volts, and f is half-way between a and e, f h 
will be equal to 6, and 6 volts will be the potential of the 
conductor at that point. 

If A were separated from e by several conductors of dif- 
ferent resistances, we must draw a e so as to represent the 
total resistance instead of the mere length of the conductor. 
Then as before, f h will represent the potential at the point 
F, separated from e by a resistance equal to f e ; if f is so 
placed that the resistance of f e is equal to that of a f, the 
potential at f will be half that at a, in whatever manner 
the resistances a f and f e are made up. 

The difference of potential between b and f is equal to 
the difference of the length of the lines b d and f h. 

Let us now suppose that the two ends of the resistance 
A D B are joined to the two poles of an insulated battery, 
and that at the middle of the resistance at d the conductor 
is connected with earth. Fig. 119. The potential here will be 
zero; but the difference of potentials between a and b must be 

Fig. X19. 
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equal to nearly the whole e. m. f. of the battery, assuming the 
resistance between a and b to be large relatively to that of the 
battery. Hence a Pj will be equal to half that e. m. f., and 
B Pii, a negative ordinate, will be equal to the same quantity. 
The sum of the lengths bPh + a Pj =ap, calling a p the 
E. M. f. of the whole battery as shown in Fig. 118. The 
ordinates f h and Fj Hj show the potentials at points f 
and Fi, one positive or measured upwards, the other nega- 
tive or measured downwards. The difference of potentials 
between f and Fi is the sum of h y axv^ 15. ^ '^ v "^^^ ^>S&x- 
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ence will be exactly the same whatever point of a b be put to 
earth, if the battery is insulated. If Fj were put to earth 
instead of d, then/i/u would be the line showing the 
potentials, and f h^ the difference of potentials between f 
and Fi, is equal to f h -4- Fi Hi. 

§ 10. Let us assume that the same difference of potentials 
is maintained by a battery between the ends of two con- 
ductors of different resistance represented by the lines a e 
and Ai El, Fig. 120, and for simplicity's sake we will further 
assume that the potential at e is zero. If we now choose any 
two points B and b, so placed that ab : b e = Aj Bi I Bi Ei, 
we shall have the line b d equal to Bj Di, showing that the 
potentials of b and Bi are equal. Hence, if we join b and 
Bi by a conductor, no current will flow from b to Bj ; and if 
a galvanometer Gwere inserted in the wire joining b and Bj, 
it would remain undeflected, although the e. m. f. represented 
by AP and producing the currents through AEandAj Ei 
might be very great and the galvanometer very sensitive. 
If, however, the wire or bridge, as it is called, joins b with 
a point in Aj Ej between b, and Ej, we shall have a current 
from A E which nms through the bridge ; and on the contrary, 
if the bridge joins b with a point between Bj and Ai, the 

Fig. X20. 



current will flow in the opposite direction through the gal- 
vanometer, i.e. from Aj Ei through the bridge. 

If then we know tiie ratio a b to b e, as we shall do ^£ 

K2 
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these two resistances axe made up of graduated resistance 
coils, we shall be able to divide a resistance Aj Ej in the 
same ratio by simply seeking the point Bi at which no 
current flows across the bridge. 

And if A, Bi is a known resistance, we can experimentally 
find a resistance Bi Ej which shall bear the same ratio to 
Ai Bi as B E does to a b. 

§ 11. The principles laid down in the two preceding 
sections give the most convenient method of measuring 
resistance. The Bridge^ as it is technically called, is ar- 
ranged as in Fig. 121. 

Four conductors, a b, be, a Bj, and Bj e, are joined at a 
and E to the poles of a battery, the current from which 
flows round a b e and a Bj e, corresponding to a b e and 
Ai Bi El in Fig. 120. The difference of potentials between a 
and E depends on the battery used, but is obviously the 
same for the ends of the two circuits. The resistance be- 
tween A and B we will call r; that between a and Bi, R| ; 
that between b and e, r; and that between Bj and e, x the 
unknown resistance to be measured ; r, Rj, and r are 
usually resistance coils. 

A convenient constant ratio is chosen for r and r, such 

Fig. Z2Z. 




as equality, i to 10, i to 100, or i to 1,000 ; and then Rj is 
adjusted until no current flows through the galvanometer g ; 
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when this is'the case we have R:r= Ri \xox x =— Ri: 

R 
R Ri 

SO that if r = , x wUl be equal to — i-. 

100 100 

The convenience of this method is very great. Any gal- 
vanometer can be employed; but the more sensitive the 
instrument the more delicate the measurement of x. The 
constancy of the resistance of the galvanometer is of no con- 
sequence. The coils r, Ri, and r, are made of German silver 
or some other alloy varying little in resistance with a 
change of temperature. Two keys are inserted, one at a and 
one at h \ the current is wholly cut off the four conductors 
until contact is made at a ; and then, after the currents in the 
four conductors have come to their permanent condition, 
contact is made at h to test whether any current flows 
through the galvanometer. If none flows, making contact 
at h does not disturb the currents in the four conductors 
at all. R and r are usually so arranged as to give any 
decimal ratio between 1,000 to i and i to 1,000 : the two 
keys at a and b are often arranged so that the same finger- 
piece moves both, making contact at i^ a little after contact 
has been made 2Xa, 

The three resistances r, Rj, and r, and the resistance of 
the galvanometer, should be small if ^ is small, and great if 
X is great When x is very small, a b e is frequently made 
of a single wire of constant diameter ; Ri is kept constant, 
and the point b slipped along the wire a be, until no 
current flows through g. Then the ratio of the resistances 

- is the ratio of the actual lengths — measured on a 

R ° AE 

scale over which the wire abe is stretched. An alloy 
of silver with 33*4 per cent of platinum makes a good wire 
for this purpose. It must be a^ stout wire, or else the wear 
and tear of shifting the contact piece b will soon destroy the 
uniformity of its section and therefore of its resistance. 
When X is small, great care is necessary to prevent the 
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resistance of mere connections between r, r, Rj, and x from 
being sensible. These connections may be made of stout 
copper rods \ centimetre diameter, and junctions made by- 
dipping the ends of these rods in mercury cups, the ends 
of the rods being amalgamated. 

The bridge is applied to measure the resistance of the 
gutta-percha sheath used to insulate the conducting wire of 
submarine cables : for this purpose e is connected with 
earth, the battery carefully insulated, and the wire to be 
tested is connected with b,, but insulated at the other 
end instead of being connected with e \ the insulated wire 
is submerged in an uninsulated tank or in the sea, and thus 
the only connection between Bj and e is through the insu- 
lating cover or sheath. The resistance of this insulating 
cover is therefore the resistance x. 

After the wires have been arranged thus we can, by 
joining the end of the conducting wire with e, measure the 
resistance of the copper conductor immediately before or 
after measuring the resistance of the insulator. 

When no current flows across the bridge, the position 
of the battery and of the galvanometer may be inter- 
changed, and no current will flow from a to e through the 
galvanometer. 

§12. KirchhoJTs laws. — If a number of currents r^ ^g ^3 ...<:„ axe 
flowing some to a point A (Fig. 122) and some from that point ; then, 
since the whole quantity arriving at the point must be equal to that taken 
away, the sum of all the currents coming to the point must be equal 
to the sum of those going away from it : hence, calling the first series 
positive and the second series negative currents, the algebraic sum of all 
the currents must be equal to zero, a result written as follows, 

5 c = o, 
the letter 2 signifying that the sum of all the values of c are to be taken. 

Let there be several sources ii I2 I3 of electromotive force in a circuit 
(Fig. 123), some acting in onedirection and some in another, and joined by 
resistances R, Rb Re . Let the currents flowing through each be c, c^ Cc . 
Let the difference of potential or E.M.F. between the two ends of r, be 
P4 — /, ; that between the two ends of Rt i Pb — /b J and that between the 
two ends of Re , Pc — /« 



'c • 
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Then by Ohm's law, c^ R» = P, —p^ , Cb Rb « Pb — /b , Cc Re = Pc —A 
or c, R. + Cj, Rb + Ce R.. = (P. - A + Pb -A + Pc - Pc )= (P. - A ) 

+ (Pb -A ) + (Pc -i>.. ). 

Now p» — ^^ is the difference of potentials produced by the electro- 
motive force I2 ; for however high or low the absolute value of the po- 

FlG. 123. 





81 



tentials P^ or A ntiay be, by definition the difference of potentials must 
be equal to the electromotive force between them. Similarly Pb —A "* ^ 
and Pc - A - ^1 = 
hence 



Ii + l2 + l3 = CiR^ +CbRb +C Re, 



or 



5l =5CR 



9. 



The sum. pf all the electromotive forces is equal to the sum of the 
products of each current into the resistance which it traverses. 

One obvious application of this law of Kirchhoff's is to those cases 
in which the electromotive force in a circuit, instead of being due to a 
certain difference of potentials produced at one point of the circuit, as 
by a battery, is due to an e.m.f. distributed throughout the length of the 
whole or part of the conductor, as when the E.M.F. is due for instance 
to electromagnetic induction, where we only know for each part of the 
circuit that the E.M.F. is so much per centimetre of length. We now 
see that we need only add up all the electromotive forces in each imit 
of length, and then, knowing the whole E.M.F., we find that the current 
multiplied into the whole resistance of the circuit will be equal to the 
electromotive force thus calculated — in other words, Ohm's law is per- 
fectly applicable to this case. 

The results arrived at in sections i and 2 of this chapter are easily 
proved from Kirchhoff's equations. 
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§ 13. The theory of the bridge may be proved as follows 
from Kirchhoffs laws : 

Let five conductors r, rj, ry, rm, r^^ be arranged as in Fig. 
124 with a battery i connected with a and e by conductors, 
as shown in the figure. 

Let ^, ^i, ^11, %, ^iy, c be the six currents, in the six parts of 
the circuit, c being the current in r, c^ the current in r^ eta 

Then at a and e we have c = ^1 + % = ^u + c^^ 
„ at B and Bj „ „ ^ = ^j ^ ^y ^ c-y^ — c^. 
In the circuit a b Bj we have ^ r = % ''m -~ ^ ^i* 

„ B E Bj „ ^ r aa ^y Tii — ^iy^iy ; 

eliminating c^ c^ ^iu and c^y we have from the above equa- 



tions : 






''m ^ii — ^i /*!▼ 



(n + ''lii) (''u + ^ iv) + r (f-i + ru + ^m + ^v) 
This gives the value of the current produced in the bridge 
r in terms of the whole current c produced by the battery. 
If there is no current in r, we must have 

^iu r^ - n rjy = o or r^ \ r^ = r^ : r^^ 

§ lA The specific resistance of a material referred to unit 
of volume is the resistance of the unit cube to a current 

Fig. 124. 




between two opposed faces. The following table contains 
the specific resistances of several metals and alloys at 0° C. 
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The specific resistances given are those of a cubic centi- 
metre of chemically pure metals calculated from experiments 
by Dr. Matthiessen. The resistances of commercial metals 
are always higher, and frequently very much higher. It is 
not at all uncommon to meet with copper having 50 per 
cent more resistance than that in the table. This is due to 
1° CtnHgrade.fivm 





-ill 


■lis 

iijl 


-ii 


l|. 


11 




NAMES OF 


S||| 


5M1 


Ps 






■1„*- 


It^ 


ii:- 






«ir 


S3g| 


SSg 


S^_ 


Bs-~ 








«-PJ 


«- = 


Mg 






WcrM»i 


OitKS. 


Ohms. 


Ohm,. 


Ohms. 




Silver annealed 


I -521 


o'OI937 


0-1544 


9-'5i 


-2214 




„ hard drawn . 


1-652 


002103 


o-i6Ro 


9-936 


■2415 




Copper annealed , 


l'6i6 


0-02057 


o-:44o 


9-7:8 


-2064 




„ hard drawn . 


I-65J 




0-1469 


9-940 


■ZI06 




Gold annealed . . 


2081 


0-02650 


0-4080 


12-52 


■5849 




, , hard drawn . 


2'll8 


0-02697 


9-4150 


12-74 


"S9S0 




Aluminium annealed 


z'94S 


0-03751 


0-0757 


17-72 
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the presence of other metals in small quantities. Lead, tin, 
zinc, and cadmium, when alloyed with one another, conduct 
electricity as if the component parts had remained separate 
and were arranged as a bundle of conductors, each having 
a uniform section throughout. Alloys of bismuth, antimony, 
platinum, palladium, iron, aluminium, gold, copper, silver, 
mercury, and probably most other metals, have a much 
greater resistance than the mean resistance of their com- 
ponent parts. The resistance of a wire one mbtre long, 
and one millimetre in diameter, is given in the table : this is 
equal to the specific resistance multiplied into ^.y?^ or 
12732. The resistances of the wires are given in ohms, 
the specific resistances in microhms. 

Notes. — In the above table the numbers underlined are direct obser- 
vations by Dr. Matthiessen, B. A. Report, 1864. 

The numbers given in Col. II. (m^tre, millimetre) are obtained by 
calculating the value in Column III. for lead from the specific gravity 
11*376 (Table II., Electric Conducting Power of Alloys) and making 
the other numbers in the column inversely proportional to the conduct- 
ing powers given by Dr. Matthiessen, when hard drawn silver is 100, 
and gold silver alloy 15 '03. Column III. is next filled in by calculating 
the values for zinc, platinum, iron, nickel, tin, antimony, bismuth, 
mercury, from Column II. by their specific gravities ; the three 
alloys from specific gravities given by Dr. Matthiessen; the silver, 
copper, and gold, by proportion, from the hard drawn metals. Except 
in the case of lead, the underlined values do not agree with Column II., 
and the true specific gravity. Colunm IV. is calculated firom Column 
II. by simply multiplying the numbers by 472 45 ; and Column V. 
from Column III. by multiplying the numbers by i '4337. Column I. 
is calculated from Column II. by dividing the numbers in Column II. 
by 12,732. 

§ 15. The specific conductivity of a matenal is the re- 
ciprocal of its specific resistance. Thus the specific conduc- 
tivity of hard silver in ohms is - 000001652 = 605300. 
There is a common but most reprehensible practice of 
referring conductivities to some material such as silver. 
The result has been that numerous most carefiil experiments 
by skilled electricians are fouiid lo \i^ N^iwdass, for no two 
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of them take as their standard metal a metal with the same 
conductivity. Nor are the relative conductivities of the 
standards known. Even Dr. Matthiessen*s experiments 
do not allow the construction of a perfectly satisfactory 
table. 

It should be observed that while copper has the greatest 
conductivity or smallest resistance of any known metal 
relatively to its volume, aluminium has the smallest resist- 
ance for any length of a given weighty a matter frequently 
of considerable importance. 

§ 16. The specific resistance of all metals increases as 

the temperature increases, and for all pure metals except 

iron and thallium, Dr. Matthiessen found that the rate of 

increase was the same. The resistance r of a metal or 

alloy at the temperature / expressed in degrees Centigrade 

may be calculated from the resistance r at 0° Centigrade by 

the following formula : 

R = r(l + d5/ + <^/2) ^ ^ ^ ijo 

The following are the values of a and b : 

a b 

Most pure metals . . . '003824 + '00000126 

„ Mercury . . , '0007485 — '000000398 

„ German silver . . -0004433 + '000000152 
„ Platinimi silver . . '00031 

„ Gold silver . . . '0006999 — '000000062 » 

According to experiments by Dr. C. W. Siemens, the 
resistance r for any temperature up to one thousand degrees 
Centigrade is expressed by the general formula r =^5 xi + 
i3 T + y (Bakerian Lecture, 187 1). 

Very slight impurities increase the specific resistance of 
metals considerably, and they diminish the change of 
specific resistance with a change of temperature. 

The copper wire obtained commercially for submarine 
cables has usually a specific resistance from 5 to 8 per cent, 
higher than that of pure soft copper. It is usually tested at 
24° Centigrade, at which temperature the resistance of a foot 
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* 

: grain of pure soft copper is 0*2262. The specified resist- 
ance of the French Atlantic cable at that temperature was 
0*2456 ; the actual mean resistance per foot grain at 24° 
was 0*2388 ; calling r the resistance per knot, w the weight 
in lbs. per knot, and s the resistance per foot grain, 

R = ^ ^^ — . . . 12® 

w 

The resistance of iron used in telegraphy is given by 
Latimer Clark as 7 times that of pure copper, or at 24** 
Centigrade 1*58 per foot grain : different specimens vary 
considerably. 

§ 17. The specific resistance ofinsulating materials does not 
admit of being tabulated in the same manner as that of metals, 
because slight differences in the preparation of the materials 
cause great differences of specific resistance, and because of 
the effects of electrification* and of age. Gutta-percha and 
India-rubber as applied to insulate submarine cables have 
been the subject of an immense series of careful experiments. 
The resistance of a cubic centimetre of gutta-percha, a fort- 
night old, and tested at 24° Centigrade after one minute's 
electrification, varies from about 25 x 10*^ ohms to 500 x 
10*2 or more. The mean value of the specific resistance of 
the gutta-percha employed for the 1865 Atlantic cable was 
342 X 10^2 (ohms) after one minute's electrification. India- 
rubber when in good condition has a still higher resistance. 
The Persian Gulf cable made by Hooper had a specific 
resistance of about 7500 x 10^* ohms. 

Let R be the resistance of a length l of gutta-percha cover- 
ing to conduction, from the wire inside to the water outside, 
that resistance being what is commonly called the insula- 
tion resistance of the covered wire or core of a submarine 
cable ; let m be the specific resistance of the material referred 

to the imit of volume ; and let -3 be the ratio between the 

a 

diameter of the covering and that of the covered wire : then, 

* The effect of electrificatioTv ox ^o\a.Tis.a.tioti in causing an apparent 
increase of resistance is described m Oaa.^. Y^ . % \o. 



Chap. XVL] Measurement of Resistance, 253 

^^ MlogJ .... 130 
R = -3665 

L and M must be expressed in the same system of units. 
The resistance r^ of a knot of cable is 



Mlog; 
Rk = 



D 



14° 



506360 

where m is the specific resistance referred as above to centi- 
metres. The value of — -^ — adopted by Mr. Latimer 

506300 

Clark for gutta-percha at 75° F is 769, corresponding to a value 
for M equal to 389 x 10^ megohms. This is a high value. 
The resistance of g.p. increases under pressure. Let Rp be 
the resistance at the pressure p expressed in pounds per 
square inch, and r the resistance at the atmospheric pres- 
sure : then, approximately, 

Rp = R (i +0-00023/.) ... 15® 

The constant 0*00023 probably varies for different speci- 
mens and at different temperatures. 

The resistance of g. p. also increases very considerably with 
age, if kept under water. This has not been observed with 
India-rubber. The resistance of some specimens of India- 
rubber tested by Dr. Siemens decreased under pressure. 

§ 18. We may calculate the resistance of an insulating 
material separating two conductors in the following way. 
Let a body of known capacity s measured in microfarads be 
charged to the potential p measured in any unit, and let it 
be gradually discharged through a great resistance r such 
as the gutta-percha covering of a submarine cable offers to 
conduction through the insulating envelope, from the wire 
inside to water outside — the potential of the water being 
zero. Let the potential of the charged conductor fall to / 
in the time / measured in seconds ; then in megohms 

R = — ^= 0-4343 *—r ^^o 

S loge- S log - 
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The capacity in electrostatic measure of covered wire, 
neglecting the ends, is given by the equation 6, Chap. V.; to 
convert this into electro-magnetic measure, we must divide 
the value by v^ (§ 2, Chap. VIII.) ; and to express the result 
in microfarads the quotient must be multiplied by 10** (Chap. 
X. § 5) : hence the value of s for one knot or 6087 ft- expressed 
in microfarads is 
c — 4*2 X 6087 X 30-48 X 10^^ __ 0*2038 

S — — — • o 

4-6052 X (28-8)2 X IO»8 X log ^ log ?^ • • ^' 

d a 

Substituting this value for s in equation (16), we have for 
the resistance per knot, 

log 5 



log- 



18^ 



This formula is the more convenient as d, d^ p, p may be 
measured in any units as the ratios only are required. More- 
over, log -1 is a constant for any one cable. The values of p 

and/ may be observed on any electrometer, or by means of 
galvanometers, using the method described in the chapter on 
the Measurement of Capacity. 

The specific resistance of very short specimens of wire in- 
sulated by different materials may be calculated by the above 
method, when the current traversing the material would be 
insensible even on the most sensitive galvanometer. 

The method described in this section is only correct if r 
be constant throughout the experiment; we know that under 
electrification it actually increases from minute to minute, so 
that the result given by the formula is intermediate between 
the resistance when the experiment began and when it 
ended. 

§ 19. A rise of temperature invariably causes a decrease 
in the resistance of insulators. Within the limits of 0° and 



Chap. XVI.] Measurement of Resistance, 255 

24° Centigrade the law of the decrease for gutta-percha is 
approximately expressed by the following empirical formula: 
Let r be the resistance of the material at the higher 
temperature, and r the resistance at the lower temperature, 
and let / be the difference of temperature in degrees Centi- 
grade: then 

R = ra*orlog 5=/logd5 . . . 19°; 

T 

where ^5 is a constant varying with different specimens of 
gutta-percha and also with variations in the time of electri- 
fication. The value of log a increases as the time of elec- 
trification increases, and is also higher at the lower tempera- 
tures. The following table gives values of log a for different 
times of electrification and also for two ranges of temperature, 
from 0° to 12° and from 12® to 24®, derived from a series of 
experiments made on a knot of French Atlantic cable. 



Time of electrification 


Between o° and 12°. 


Between 12° and 24°. 


in minutes. 






I 


•0562 


•0532 


2 


•061 


•0544 


5 


•0657 


•0554 


10 


•0686 


•0560 


15 


•0706 


•057 


20 


•0725 


•0574 


25 


•0729 


•0578 


30 


•0736 


•058 


60 


•0765 


•0600 


90 or more 


•0747 


•0618 



Thus the resistance r, after one minute's electrification 
at 0°, was 7,540 megohms. Then, to find the resistance 
r at 10° after the same time of electrification, we have 

log 5 = 10 X 0*0562 j whence r s= ^^^ = 2070 
r 3*048 

The following is a table of the relative resistances at o® and 

24® after various times of electrification. 
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inu 


tes' electrification. 


Resistance at o^ 


Resistance at 24*^ 




I 


7540 


369 




2 


9650 


401 




5 


12300 


457 




10 


14400 


477 




20 


17400 


493 




30 


18900 


499 




60 


21900 


509 




90 


24000 


512 



It should be observed that the difference in resistance 
produced by electrification is much greater at the low tem- 
peratures : or, putting the same statement in another form, 
there is a much greater change of resistance produced by a 
change of temperature after long electrification than with 
short electrification. Experiments have been most frequently 
made after one minute's electrification. 

The following are a series of values of — for the tempera- 
ture of o® and 24° from different observations. 



Name of cable. 


R 


Logo. 


Persian Gulf 


36-5 


•0651 


Cores in which thickness of 






G.P. does not exceed 'ii 






in. .... 


23-62 


•0572 


French Atlantic . ' . 


20-43 


•054s 


Willoughby Smith's im- 






proved G.P. . 


28-14 • 


*o6o4 


Silvertown India-rubber 


17-84 




Hooper's India-rubber 


301 


*oi99 



The experiments on the Silvertown India-rubber seem to 
show that the increase of resistance does not follow the law 
expressed by equation (19). The resistance of Hooper's 
material on the contrary, according to Mr. Warren's experi- 
ments, does admit of being calculated by that formula up to 
the temperature of 38*33 Centigrade : the resistance is halved 
by a further increase of 18-33°. 
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The electrification of Hooper's material is still more 
remarkable than that of gutta-percha ; with one specimen 
the apparent resistance had increased fourfold at the end of 
10 minutes, and after 24 hours* electrification the resistance 
was 23 times greater than at the end of one minute. 
According to Mr. Warren, if r, is the resistance after one 

minute, and r^ the resistance after the time /, the ratio — ^ is 

constant for all temperatures with this material. 

§ 20. The specific resistance of other insulating materials 
than India-rubber and gutta-percha has been very little tested ; 
that of glass varies immensely in different specimens. Ley- 
den jars may be found which do not lose more than :j^th 
of their charge per diem, and the greater part of this loss 
appears to be due to conduction over the surface, or creep- 
ing as it is called, rather than conduction through the mass 
of glass. The specific resistance of some kinds of glass 
is therefore nearly infinite ; but many specimens of glass, 
especially those which contain lead, hardly insulate as well 
as gutta-percha. Vulcanite, porcelain, and paraffin are good 
insulators, but I am aware of no experiments determining 
their specific resistance. Liquid paraffin and some oils are 
also good insulators. 

§ 21. Graphite and gas coke are used as conductors in 
batteries, and according to experiments by Matthiessen their 
specific resistance referred to the unit of volume is from 
about 1,450 to 40,000 times that of pure copper. Tellurium 
and red phosphorus have still higher specific resistances. 
The following table gives Dr. Matthiessen*s results expressed 
in the units now adopted. 



S 



2S8 
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Specific Resistance of bad Conductors^ computed from experiments by Dr. 

Matthiessen, 



Materials. 


Resistance in 
Microhms. 


Temperature 
Centigrade. 


Graphite, specimen i 

2 . . 

3 . • 
Gas coke 

Bunsen*s Battery, coke 

Tellurium .... 

Red Phosphorus 


2390 
3780 

41800 
4280 

67200 
212500 

ohms. 
132 


22? 

ztP 

22® 
25® 
26 •2<* 
19-6® 

20° 1 



§ 22. The specific resistance of liquid electrol5rtes is not 
very accurately known, though many experiments have been 
made with them. The phenomenon of polarization intro- 
duces a source of inaccuracy, and all observers hitherto 
have contented themselves with comparing the resistance of 
the liquid with some metal assumed as a standard, instead of 
determining the resistances in units. The author has endea^ 
voured to reduce the results obtained to the resistances in 
B A units, and now gives a series of tables computed from 
Becker's experiments on some of the solutions most em- 
ployed in batteries (* Ann. d. Chem. u. Pharm.,' vols. 73 and 
75). These experiments agree fairly with those of other 
physicists, except as to the small change introduced by the 
dilution of the sulphate of zinc solution: possibly some 
misprint or misunderstanding has occurred here. The rise of 
temperature diminishes the resistance in all cases. Sulphuric 
acid when diluted with water has a minimum resistance when , 
of the specific gravity i "25, or, according to other experiments, 
when 45*84 grammes of SO3 are mixed with 100 cubic centi- 
metres of water. 
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The resistance of solutions of sulphate of copper and 
sulphate of zinc increases steadily from the point of satura- 
tion as they are more and more diluted, but the solution of 
common salt has a minimum resistance when the solution 
contains about 24 per cent of salt 
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Nitric Acid, 

2° 4« 8* i2« x6° 2o» 24° 28° CenUgiade. 

I Resistance 
of one cubic 
centimetre in 
ohms. 



Specific gra- |.i*94 1*83 1*65 1*50 1*39 1-3 1-22 I'i8 
vity 1*36 



The specific resistance of water (res. of cubic centimetre) when pure is 
9320 ohms, computed from experiments by Pouillet, The presence of 
S booo ^^ ^^ sulphuric acid reduced this resistance to 1550, The tempera- 
tures were not given by Pouillet. 

§ 23. When the resistance of insulators is being mea- 
sured, care must be taken to prevent conduction over the 
surface of the insulating material between the two conductors 
separated by that insulator. If, for instance, a conductor 
c, Fig. 125, supported by a long vulcanite stem, be charged, 
and the gradual fall of potential tested by observing the 
potential on an electrometer, the insulation resistance of 
a h will not really be tested, for conduction will take place 
almost wholly by creeping over the slightly damp or dirty 
surface from a to b. Similarly the insulation resistance of a 
short length of covered wire. Fig. 115, will be very incorrectiy 
indicated by a galvanometer g, unless the surface of the 
gutta-percha near a separating the wire from the water 
is such as to allow no creeping. Surfaces have no special 
conducting power, but the slight film of damp or dirt 
conducts in proportion to its sectional area and the con- 
ducting power of the particular kind of dirt. Thus brass 
filings or salt with a little moisture form a highly conducting 
film. The surface of glass being hygrometric will always be 
covered with a conducting film, unless the atmosphere be 
artificially dried in the neighbourhood. The outer layers of 
gutta-percha, soon after being exposed to the air, become 
so far changed as to insulate badly, so that the surface 
should always be fresh cut when experiments are being 
performed. Old vulcanite is often found covered with a 
condnctiVig film resulting from the decay of the material 
The surface of old glass \\\v\e\v \vas \i^^\i ^-xj^Qk^^d to the 
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weather conducts better than new glass. Mr. Varley gives 
the following recipe for preserving and renewing the insu- 
lating power of ebonite or vulcanite supports : — 

First, wash the ebonite with water, rubbing it well till dry ; 
secondly, moisten the surface of the ebonite with anhydrous 
paraffin oil. To prepare this, put a quart of common 
paraffin and an ounce of sodium into a bottle. 

A glass support or the inside of a Leyden 
jar is best cleansed by being washed with 
distilled water and dried at a fire without 
being wiped. A stem such as ^ ^ may then 
be made to insulate admirably by setting it 
in a deep narrow tube with a little concen- 
trated sulphuric acid at the bottoni. To 
increase the resistance of the conducting film, 
its sectional area must be diminished as much 
as possible, and its length increased : hence 
a long rod tf ^, Fig. 125, will insulate better 
than a short one, and a rod of small surface 
better than one with a large surface. 

The resistance of a film of dirt does not appear to follow 
Ohm's law. When the potential of the charged and insulated 
conductor is increased, the loss by creeping increases iji a 
much higher ratio : probably the conduction is partly due to 
numberless small discharges firom one speck of dirt to its 
neighbour. 




1^ ^J 



CHAPTER XVII. 



COMPARISON OF CAPACITIES, POTENTIALS, AND QUANTITIES. 

§ 1. The relative throw or swing of a galvanometer needle 
caused by the charging or discharging of two conductors 
gives a very convenient method of comparing their capacities 
when these are sufficiently large. Thus let x y^ Fig. 126, 
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represent the plates of a condenser separated by a dielectric 
from the opposed series of plates ab\ let ^ ^ be connected 




with the earth, and let ^ _y be connected with the body of the 
key M ; the contacts p and o of this key serve at will to con- 
nect xy with the zinc pole of the battery z c, the copper pole 
of which is to earth, and with the one terminal of the galva- 
nometer G, the other terminal of which is also to earth. If 
the handle at m be lifted, the condenser x y will be charged 
with negative electricity. On depressing m this charge 'Will 
flow to earth through the galvanometer g ; this flow will 
throw the needle of the galvanometer to one side by an 
impulse of very short duration. If the needle is impeded by 
no friction, caUing s and s, the capacity of two condensers, 
which, when charged by the same battery, throw the needle 
to the angles / and /i, we have 



Si :: sm — 

2 



SUl — !- 
2 



The current is proportional to the capacities, the impulse 
is proportional to the current, and the sines of half the angles 
are proportional to the impulses : hence we have the above 
proportion. Instead of observing the discharge we might have 
placed the galvanometer g between m and the plates x y of 
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the condenser ; in that case, on raising m we should observe 
the throw of the needle produced by the charge when flowing 
in instead of when flowing out; the throw in the two cases 
is the same if there is no leakage from x y \,o a b. We 
might substitute for the earth any other conductor, joining 
E Ej and E2 without in any way affecting the observation. 

§ 2. The galvanometer g may be shunted when one con- 
denser is observed, and less shunted or not at all shunted 
when a second condenser is tested ; but in that case it is 
necessary to take care that the resistance of the shunts bears 
the same relation to that of the galvanometer for transient 
currents as for permanent currents. The self-induction of 
the shunt and the galvanometer may be very different, and 
may seriously affect the proportion in which the current is 
subdivided between the shunt and the galvanometer. 

§ 3. A differential galvanometer may be made use of to 
compare two condensers, the capacities of which are nearly 
equal. The charges given to the two condensers by the 
same battery must, for this purpose, be passed simul- 
taneously through the two coils of the galvanometer; the 
sine of half the throw will then be proportional to the dif- 
ference between them. In making this experiment it is not 
necessary that the coincidence between the times occupied 
by the passage of the charges should be absolute ; it is 
sufficient that both charges pass while the magnet is still 
sensibly at rest. A similar comparison may be made, using 
a simple galvanometer, by the following device: — 

Pass a current from a battery c z. Fig. 127, through a con- 
siderable resistance r Ri. Connect one point of the resistance 
R R, with earth at e, the rest of the system being insulated. 
Then two points a and b separated from e by equal resistances 
will be at equal and opposite potentials. Now let the two 
condensers to be compared be charged respectively by 
simultaneous contact with a and b, then if they are equal they 
will receive opposite and equal charges. Next connect the 
two condensers one with another (after removing both from 
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A and b) ; then the two equal charges will exactly neutralize 
one another, and no charge will be detected in either con- 
denser. The absence or presence of a charge may be 
observed by galvanometer or electrometer. The proportion 



Fig. X27 




between two condensers may similarly be measured by 
observing the proportion between the resistances a e and e b • 
required to produce charges which exactly neutralize one 
another. The capacities will be inversely proportional to 
the resistance a e and e b. These resistances must be 
considerable, or the potentials at a and b will be insufficient 
to charge condensers in such a way as to be measured by 
the electrometer or galvanometer. 

The points a and B may be connected by sliding pieces 
to successive terminals subdividing r r,. 

§ 4. For small capacities Sir William Thomson's platy- 
meter and sliding condenser may be used (vide Gibson and * 
Barclay, spec. Ind., cap. Paraffin — Phil. Trans. 1871). 

Let there be two equal condensers/ and/i, Fig. 128, the 
outer armatures of which are insulated and the inner armatures 
connected with an electrometer. Let A and b be the two 
condensers which are to be compared ; connect the outer 
armatures of a and b with/ and p^ respectively, and their 
inner armatures with the earth. 

Let a be so constructed that its capacity can be varied at 
will. Charge the outer afmatvire of a positively, and at tiie 
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same time connect the point q with the earth ; the outer 
armature of p will take a positive charge, its inner armature 
a negative charge j px will remain uncharged. Now break 

Fig. 128. 
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r- :2;7? 



2>, 



3 



E 



contact between q and the earth ; the electrometer will not 
deflect, for the charge in/ \vill be unaltered. 

Connect the outer armatures of a and b ; if the ratio of/ 
to A is the same as that of p^ to b, the potential of q will 
remain unchanged, and the electrometer will not be de- 
flected; if =? is greater than ^ , the potential of q will be 

raised ; if -? is less than ^ , the potential of q will be 

lowered by the connection of the outer armatures of a and 
B. The deflections of the electrometer due to the raising 
or lowering of the potential of q allow us to adjust the 

capacity of a until the ratio -c = -cl, and if / = /i, we 

shall then have A = b. a can therefore be adjusted until 
it is exactly equal to b. 

This appears to be the best method for copying standard 
condensers, because it does not depend on the accuracy of 
any other instrument. Any error in the adjustment of/ and 
/i can be detecred and allowed for by reversing the T^ositiotL 
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of A and B. The relation of equality is not required. In 
order that no deflection be produced by free electricity. at ^, 
it is sufficient if 

p : /j = A : R 

The analogy with the Wheatstone's bridge is obvious. 

§ 6. The absolute Rapacity in electrostatic measure of any 
small condenser is obtained by comparison with that of a 
sphere of known dimensions enclosed within another sphere 
of known dimensions. 

The absolute capacity of larger condensers in electro- 
magnetic measure is obtained from the throw i of the needle 
of a galvanometer through which an instantaneous dis- 
charge is passed ; we have the capacity, 

s = 2 '-ii5ii 1°. 

TT Rj 

Where / is half the period or time of a complete oscillation 
of the needle of the galvanometer when no current is pass- 
ing, and Ri the resistance of a circuit in which the e. m. f. 
used to charge the condenser would produce the unit de- 
flection ; / has the same meaning as in § i. In a reflecting 
galvanometer half the deflection may be taken as equal to 
sin \ i. This formula follows from the formula for the im- 
pulse produced by the current on the magnet, and the 
formula for the throw produced by a given impulse. In 
order that it should be applicable, the impulse must be very 
short when compared with the time /, and the resistance of 
the air must be insensible. This latter condition is only 
fulfilled when successive oscillations of the needle are 
sensibly equal. A galvanometer with a heavy needle should 
therefore be used in making this observation. The absolute 
value of the difference between two condensers detected by 
the method described m § 3 can be determined in this way. 

§ 6. The comparison of potentials of two batteries may 
be made indirectly by observing the currents which the two 
batteries are capable of maiRtaining through known resist- 
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ances ; but this method has the defect that the electromo- 
tive force of most batteries varies when the resistance in 
circuit is changed, being higher with a large resistance and 
lower with a small resistance in circuit. The potentials can 
be directly compared by comparing the deflections which the . 
two batteries produce on the same electrometer. If the 
difference is great, a graded electrometer must be em- 
ployed, or the following method may be used : charge a 
condenser with the higher potential ; insulate the condenser, 
and then diminish the potential in a known and convenient 
ratio by connecting a second condenser with the first, the 
ratio between the condensers being previously determined." 
In this way the reduced potential may be brought within 
the range of the electrometer employed to measure the 
lower potential. If the condenser is large, the electrometer 
may be dispensed with' and a galvanometer used to 
indicate the relative potentials, to which the condenser is 
successively charged by two batteries. The two discharges 
are proportional to sin ^ /'; and as the capacity of the 
condenser is constant, the potentials charging the con- 
densers are proportional to sin \ /, or in the case of mirror 
galvanometers to the throw of the spot of light ; by the use 
of shunts on the galvanometer this method is extended to 
the comparison of potentials differing 100 or 1000 fold. 

§ 7. A quantity of electricity is seldom measured directly. 
A- known current flowing for a given time conveys a de- 
finite quantity of electricity, and a body of known capacity 
charged to given known potential also contains a known 
quantity of electricity. The relative quantities per unit of 
surface on a conductor can be measured by the proof plane 
and an electrometer as already described. The quantity of 
electricity producing a given amount of heat or chemical action 
is best measured by the measurement of heat or of the weight 
of material electrolyzed. The quantity q of electricity in a 
very short current flowing through a galvanometer is given 
in electromagnetic measure by the following formula \-^ 
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i sin i / 



Where Cj is the permanent current which produces the 
unit deflection on the galvanometer. This equation follows 
from equation i. 



CHAPTER XVIII. 

FRICTIONAL ELECTRICAL MACHINES. 

§ 1. The simplest of these is the electrophorus, which 
consists of two parts : i. a disc of ebonite, or similar material, 
A, cemented into a brass disc b, uninsulated ; 2. a brass plate 
c which can be held in the hand by an insulatipg stem d. 
When the surface of the ebonite A is rubbed with flannel, 
silk, or a catskin, it becomes negatively electrified j if the 
disc c be now superposed on the electrified disc a, and 
connected with the earth by being touched with the finger, 
some of the negative electricity on a is conducted to earth. 
Some of the negative electricity remains on a, partly because 
there is not perfect contact all over the surface between a 
and c, and partly because the electricity on a is not wholly 

on the surface, but being 
attracted by the disc B, has 
penetrated the mass of the 
vulcanite in the manner 
indicated by the electrifi- 
cation described Chap. V. 
§ 6. The negative electri- 
city remaining on and in a 
attracts a positive charge 
to the lower surface of c 
If the finger be now re- 
moved and the disc c lifted, 



it retains its charge of positive electricity, which may be 



Fig. Z29. 
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seen passing to earth in a spark if the knuckle or any other 
blunt conductor is brought near the edge of c. . The dis- 
charged disc c may be again charged by being placed as 
before on the disc a and touched by the finger, and this 
process may be repeated until by gradual conduction to b 
and c the original charge on a is dissipated. It is certain 
that the electricity which is effective in inducing a charge on 
c does not lie on the surface of a, for the addition of one 
or two little brass pegs j^ passing from the surface of a to b, 
improves the action of -.^^ ^ 

the electrophorus : this 
little brass peg serves to 
conduct any negative 
charge which may accu- 
mulate on the surface of 
A to the earth. The elec- 
trophorus therefore acts 
as if the parts were 
arranged as in Fig. 130, where the simple vulcanite disc 
A is replaced by a metal conducting disc a a, electrified 
with negative electricity, and separated firom c by a thin 
layer of dielectric, and from b by a thicker layer of the same 
dielectric. 

An electrophorus will continue to give sparks in rapid 
succession for a considerable period, and may be used to 
charge Leyden jars. A cheap electrophorus may be made 
by using a cake of resin instead of vulcanite, and wooden 
discs covered with tin foil instead of the brass pieces b and c. 

§ 2. The frictional electrical machine. Fig. 131, consists 
of a vulcanite or glass disc or cylinder a, made to revolve 
between cushions or rubbers of leather or silk b Bj. By the 
friction the (silk) rubbers become negatively, and the glass 
positively electrified. The difference of potential depends 
on the substances used as rubbers and disc j if one of 
these be put to earth, the other will be raised or lowered in 
potential to twice the extent by which it wovild In^n^^ X^s^^xv 
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raised or lowered if both were insulated, having been at 
the potential of the earth before commencing the ex[)eii- 
ment This action is precisely analogous to that which occors 




with a galvanic cell ; when both poles are insulated, one is 
raised above the potential of the earth, and the other 
lowered beneath it. Let one pole be put to eartli, the po- 
tential of the other is immediately doubled, the difference of 
potentials remaining what it was before. Let us assume 
that the rubbers in an electrical machine are put to earth, 
then the positive electricity of the glass is collected by a. 
series of points D D|, placed dose to the glass, and con- 
nected with a conductor f ora Leyden jar. The glass points 
are sometimes described as acting by induction thus : the-f- 
electricjty on a induces — electricity on the points, whid 
^rings across to the glass, neutralizing the + electridtj^ oo 
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the glass, and leaving the conductor or Leyden jar positively 
electrified. There is neither theoretical nor practical differ- 
ence between a negative spark passing from d to a, and 
a. positive spark passing from a to d, and we may 
therefore correctly use the more simple statement given 
above. The positive electricity which the glass loses is 
supplied through the rubber ; a stream of negative elec- 
tricity flows from the rubber to the earth while the con- 
ductor or jar is being charged; and this is only saying in 
other words that positive electricity flows from the earth to 
the rubber, whence it crosses to the glass and so to the 
conductor f or to a Leyden jar. It is just as essential to the 
effective working of the electrical machine in charging a jar 
that the outside of the jar be to earth, as that the rubber be 
to earth ; and if the outside of the jar and the rubber be ' 
connected, it is unnecessary that either should be to earth. 
It is necessary in order to charge a jar or conductor as 
highly as the machine is capable of doing, that the electric 
circuit should be complete, except across the dielectric used 
to insulate the conductor to be charged. It is of no import- 
ance whether the earth form part of that circuit The 
parts must be arranged as in Fig. 132, where b represents 
the rubber, a the rubbed glass, gGi conducting wires or 
chains, F and c the two opposed coatiAgs of the Leyden jar 
and D the dielectric ; c may ^10. 13a. 

be a mere brass ball, f the 
walls of a room, and d the air 
of the room. The case will 
not differ from that of an ordi- 
nary Leyden jar except as to 
the capacity of the conductor 
c. The machine b a will 
produce the full difference of 

potential it is capable of producing between f and c. The 
charge given to c will simply then be proportional to its 
capacity. The circuit may all be insulated ; it may be put 
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to earth between b and f, or it may be put to earth between 
A and c. The only effect of these changes will be to alter 
the absolute potential of f and c, but not to alter the 
difference. If, however, g and Gj are both put to earth, the 
circuit is destroyed and no effect will be observed at f or c. 
Similarly, if jG or Gi are broken, the circuit will be destroyed ; 
but in this case some less perfect circuit is generally com- 
pleted, which will lead to the observation of some electrical 
difference between f and c if either g or Gj are entire. 

§ 3. In electrical machines sold by opticians, large brass 
conductors f f, insulated on long stems, are usually con- 
nected with the collecting points d Da Fig. 131. These large 
conductors have a sensible capacity, and allow the machine 
to produce long sparks and other phenomena requiring the 
accumulation of a considerable quantity of electricity. 
The addition of a large pasteboard cylinder with roimded 
ends covered with tin foil insulated from the earth by a 
single long stem and connected to B Dj by a wire through 
the air, allows the volume of the spark obtained from 
the machine to be greatly increased. The insulating stems 
are best made of vulcanite, and should be kept clean, 
as described in § 23, Chapter XVI. No points or sharp 
angles must form part of the system of conductors 
attached to dDi, if phenomena requiring great differences 
of potential are to be observed. Glass stems and discs are 
old-fashioned. They are weak, hygroscopic, and when 
rubbed with hot cloths to dry them become covered with 
fluff which conducts the electricity to earth. 

§ 4. The friction of globules of pure water suspended in 
steam against wood and other insulators may be made use 
of to produce electricity. This fact was discovered by Sir 
William Armstrong, whose apparatus was made as fol- 
lows : — 

The steam issuing from a high-pressure boiler by the 
pipe A passes in a series of tubes (not shown) through the 
box B, which, is supplied mlYieold^aXer'^ from these tubes 
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the steam charged with condensed globules issues through 
the jets c c c. These jets are lined with wood. The friction 
charges the steam with 
positive electricity, which '^ '^^ 

is gathered by a series of 
points at d attached to the 
insulated conductor f. The 
globules of water must be 
pure, or only charged with 
insulating materials. The 
resistance of pure water is 
so great that it may be 
looked upon as an imperiect insulator of the same class as 
flannel ; the material against which the water rubs exercises, 
as might have been anticipated, a great influence on the 
amount and sign of the electricity produced. When tur- 
pentine is mixed with the water, the vapour becomes nega- 
tively electrified. 




CHAPTER XIX. 

ELECTROSTATIC INDTTCTIVE MACHINES. 

§ 1. The action of the electrophorus, described in § i. 
Chapter XVIII. may be imitated by arrangements no part of 
which requires to be electrified directly by friction; and, more- 
over, the apparatus can be arranged so that the inducing 
charge shall be continually strengthened by the action of 
the machine. Inductive machines of this kind have been 
invented by Bennett, Nicholson, Mr. Varley, Sir William 
Thomson, and others. Mechanical energy in these instru- 
ments is converted directly into an acciraiulation of elec- 
tricity at different potentials, the work done bejpg expended 
in overcoming electrostatic forces. The following is Mr. 
Varley's design: — 
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A series of metal conductors, c, c, c ^Fig. 134), which will 
be called earners, are attached by means of a vulcanite disc* 
to the axie a, which can be made to rotate at pleasure. The 




disc and carriers rotate between two pairs of naelal insulated 
cheeks, eand^,. which will be called inductors, TheknobsA 
and h-i are in connection with the earth, and are grazed by 
the carriers ir <; as they revolve. There are also contact 
pins at g and ^|, which put each carrier successively in' con- 
tact with e and with f, for an instant in passing. 

Let a small charge of positive electricity be communicated to 
e, the rest of the apparatus bemg at the potential of the earth. 
The plate e will induce a negative charge in <; as it rises 
past h, the positive electricity flowing to the earth through h. 
The carrier c conveys this negative charge to g^, giving up 
almost the whole of it to the surrounding inductor plates f,. 
This redistribution of die charge leaves c almost neutral, 
and the inductor e\ next induces a negative charge in f as 
it descends past /;, ; the carrier conveys this to e through 
the pin g, and so augments the original positive chaige. 
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When it again passes h^ it receives by induction a greater 
negative charge than before, which again augments the 
negative charge in ^1, and this induces a new positive charge 
on r, which is transferred to e. Each turn thus augments the 
charge on both inductors in a continually increasing ratio ; 
and the only limit to the charge which can thus be accumu- 
lated on the inductors is that determined by the escape of 
electricity from them in the form of sparks or brushes. A 
continuous supply of sparks may be drawn from eox e^. The 
knobs h and h^ need not be in connection with tlie earth, 
provided they are in connection with one another. In that 
case, when ^passes hy and ^j, immediately opposite, passes ^,, 
c and Ci are connected for an instant. A positive charge is 
induced in ^j, and a negative charge in c. When this arrange- 
ment is adopted, one of the inductors may be in connection 
with the earth. 

The arrangement adopted by Sir William Thomson to 
replenish Leyden jars, Chap. XIV. § 2, in which he wishes 
to maintain a constant potential, is very compact. The 
inductors are metal plates ee^^ bent so as to form cylindrical 
surfaces, as in Fig. 135. The a^ps a supports two carriers 
c Ci, which are also parts of cyHnders not exactly concentric 
with the inductors. In the fig. the axis and carriers are shown 
removed from their positions inside the inductors. The 
connectors are shown at h and h^. The springs ^and^i 
correspond to the pins with the same letter in Mr. Vajley's 
arrangement. In the mouse mill^ another arrangement used 
by Sir William Thomson to give a rapid succession of sparks, 
the inductors are parts of cylinders and the carriers are 
long strips like the staves of a barrel. The smallest con- 
ceivable charge on one inductor of these machines is 
sufficient to start them ; indeed, it is difficult, if not impos- 
sible, so completely to reduce e and e^ to the same potential 
that after a few turns of the carriers they shall not be highly 
charged. 

§ 2. Holtz*s electrical machine is an. md\3LQV\N^\^Najcie^'^ xs^. 

T 2 
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which the carriers are replaced by the imperfectly conductiog 
film which usually covers a disc of glass, or by the external 
film of the glass itself considered as a body caoable of 




receiving a chaise though not of conducting electricity. 
This film must be \ sufficiently good msulator not to allow 
the escape of the charge it has taken The theory of the 
machine will be more readil) understood if we replace the 
imaginary film by a series of insulated carriers similar to those 
described for Mr Varley's apparatus 

Let there be a fixed disc Fig 136 of insulating material 
B and a rotating disc of msulatmg material A \ on each 
side of the disc a let there be a series of metal carriers c 
and d all insulated from one another. On the disc b let there 
be two inductors e and «,, the first positively and the 
second negatively charged, e and f, cover both sides of 
disc B for a short distance, and there are two openings f 
and Fj, as shown. The fixed rods h and ^1 serve to join 
successive pairs of carriers ^and d^ as they come opposite 
e and if,. The rods k and A, are shown with a couple 
of little kills, which can be separated to show sparks pass- 
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ing along the connecting rods h and ^,. There are also 
shown two springs g and ^„ which serve to connect each 
carrier c in succession with r? and rf,. _ Fig. 136. 
Now let the disc i revolve so that the 
side nearest us moves in the direction of 
the arrow ; when c is opposite e, and 
c^ opposite if,, 1/ and di being connected 
by A and A,, there will be a positive 
charge induced on the external surfaces 
of d and £■,, a negative charge on the 
external surfaces of rf, and c. As the ro- 
tation continues, each of these carriers 
will become disconnected from h and ' 
hi, and will carry with it its 'charge of 
electricity without any considerable 
change in the distribution, dy and f, 
will, after a fraction of a revolution, 
come opposite f, where they are shown 
as c^ and d^ The positively charged 
carrier f„ will come in contact with the 
springy; at the same time rand rfwill 
have come to the position Cj and d^ 
and the negatively charged carrier c will come in contact with 
the spring g^. There will then be a redistribution of elec- 
tricity. The capacity of f„ and c^ is diminished by the absence 
of the plate Bat F and F], and the result of the redistribution is 
to remove the greater part of the positive electricity from c„ to 
e, of the negative electricity from c^ to e^, to set free negative 
electricity on d^ and positive electricity on d^ When, therefore, 
rf„ comes under A into the position of d, the negative elec- 
tricity flies to df, or, in other words, positive electricity flies to 
(/, from d, and the cjcle of operations recommences. The 
rods h, A,, the carriers c, C\, &c., the inductors e, ti, and the 
contact springs g, g^, all play exactly the same part in Holtz's 
machine as in Varley's, with the exception that in the new 
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aTTangement the connectors h, Ai, instead of joining c, f, 
directly, join a new set of camiers d, d^, &c., on which c, c^ 
induce charges. 

j^ ^ The actual Holtz's machine has no 

_ caiiier. There is a fixed disc of glass b 
and a rotating disc of glass A. At the 
openings f and r, there are the in- 
ductors e and e^, made of paper ; the 
connecting-piecesf and^i are also of 
paper, and merely point at the place 
where the carriers should be ; the con- 
nectors h. Ay are brass rods ending in 
points opposite c and Cj ; the part of the 
carriers is played by the surface of the 
glass ; the action is identical with that 
described for carriers. The openings 
at F, and F serve to insulate the poative 
from the negative parts of B as well as 
to alter the capacity of each portion 
of the surface of a as it passes them ; 
the rods h and Ay are arranged so that 
they can be withdrawn, leaving a space 
at « across which sparks pass ; if the 
space be gradually increased between A 
and Aj at n, after the machine has been set in action by charg- 
ing e or f], a splendid violet brush of some inches in lengtli 
may be observed passing at n. If Leyden jars are hung on 
A and ^, to increase their capacity, tiiis brush is replaced 
by a torrent of brilliant sparks. With large Leyden jars on 
A and hy one spark of extraordinary length and vohime 
passes at sensible intervals of perhaps one or two seconds. 

In the fig-ires the openings f and Fi are shown as if they 
were near together, because the whole series of inductions 
can thus be better brought into one view. In the machine 
itself, as shown in Fig. 138, the openings are diametrically 
opposite 'one another, and the electricity is collected from 
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the glass by a comb or series of points h and Hi attached to 
the rods h and h^. The openings f and Fj are behind the 
transparent Dlate a, though shown in the full lines. 

Fig. Z38. 




The dark portions of the figure e and Cx are the paper 
armatures which are on both sides of b. The gear is 
omitted by which a is driven. The plate b is carried by four 
supports touching its edge. 



CHAPTER XX. 

MAGNETO-ELECTRICAL APPARATUS. 

§ 1. The phenomenon described in Chapter III. § § 18 and 
19, and more fully explained in Chapter IX., is often de- 
scribed as magneto-electric induction when the current is 
induced by the motion of a wire in a field produced by a 
magnet, the term electro-magnetic induction being reserved 
for the case in which an electric current induces magnetism. 
The ^ distinction in this sense is rather popular than scientific, 

* An essential and scientific distinction can be drawn between the 
two cases by applying the name, magneto-electnc induction, to all those 
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but it is convenient to retain the name magneto-electrical 
apparatus for those arrangements in which powerful electric 
currents are induced in wires moved across a magnetic field 
produced by permanent magnets or electro-magnets. 

In magneto-electric apparatus the moving coils of wire 
must be driven by some external source of power. 

The term electro-magnetic apparatus is used, on the 
contrary, for those arrangements in which the battery pro- 
ducing a current is the source of power which produces 
motion. An electro-magnetic engine is one which may be 
employed to drive machinery. 

§ 2. Arrangements giving electric -currents by the relative 
motion of magnets and coils were invented by Pixii and 
Ritchie. The apparatus which will be now described is 
generally known as Clarke's : In front of a powerful horse- 
shoe magnet a, Fig. 139, there are two bobbins B and Bj of 
insulated wire ; these two bobbins are carried by one 
frame v, which rotates round a horizontal axis, being 
driven by a pulley. The two coils of wire are continuous, 
so that a single current may flow round both; but they 
are so joined that the current flows in a right-handed direc- 
tion round one and flows in a left-handed direction round 
the other. Each bobbin has a core of soft iron, and these 
cores are joined by iron at the back ; that is to say, at 
the ends farthest from the horse-shoe magnet. Two ends of 
the wire on b and Bj are directly joined, but the two other 
ends are connected through a set of springs rubbing on suit- 
able contact pieces on the axis, with two fixed terminals T and 
Tj, and the circuit is not complete till these are joined. We 
will suppose this to be done. As the coils rotate, each soft 
iron core is successively magnetised in opposite directions ; 
thus coil B, when opposite a north pole, has its south pole 
near the magnet and its north pole at the back, and this 

cases which require relative motion, and using electro-magnetic induction 
to denote only those phenomena of induction which result from the 
change o/" currents or magnetism without relative motion. 
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arrangement of the magnetism is reversed when b is o iposite 
the south pole ; thus in every revolution a magnet is, as it 
were, introduced into b, withdrawn, and replaced with its 
poles in the opposite direction, and again withdrawn. 




The withdrawal of a magnet having its north pole at one 
end of B, and the introduction of a magijet having its south 
pole at the same end, both tend to induce a current in one 
direction ; but the withdrawal of this second magnet, and the 
introduction of the reversed magnet, induce a current in the 
opposite direction. Thus from the instant the coil b begins to 
leave the pole s, to that instant at which it arrives opposite 
N, a current in one and the same direction is being induced; 
but as soon as b begins to leave n and return to s the direc- 
tion of the current is reversed, and continues reversed until 
opposite s. Thus two equal and opposite currents are 
induced in b during each revolution. The same statements 
hold good of Bi, but when the airrent induced in b is right- 
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handed that in Bj will be left-handed. When the coils are 
joined as described, the two currents are added to one 
another ; the currents can be observed and utilised on that 
portion of the circuit which is interposed between t and Ti. 
With the connections as described the currents will be 
reversed between t and t, at every half-revolution ; but it is 
easy to arrange a set of contact pieces in the axis so that 
although the currents must necessarily be reversed in the 
coils, they flow always in one direction between t and Ti. 

§ 3. Even when flowing in one direction the currents 
between t and Tj, must rise to a maximum and decrease to a 
minimum once during each half-revolution. 

The maximum current occurs at those points where the 
armature (as the soft iron continuous core may be termed) 
resists the motion most strongly. At these points the 
greatest change of magnetism is taking place in the armature. 
The motion of the coils alone without a core would give 
rise to similar but much weaker currents. The best length 
and thickness of wire depends on the resistance through 
which the current is required to flow between t and t,. 
If this resistance is smdl, the coils b and Bj should be made 
of thick wire; if the external resistance is great, then the 
coils should be composed of many turns of thin wire. 

§ 4. Instead of a simple pair of bobbins and a single 
horse-shoe magnet, we may arrange any convenient number 
of bobbins on a ring moving in front of the poles of a series 
of magnets also arranged in a circle. Still better, we may let 
the ring of coils rotate between two rings of magnets, each 
coil having its own core, which is alternately magnetised in 
opposite directions ; each coil being then connected with its 
neighbour, so that the current flows alternately in a right- 
handed and left-handed direction, we add the electro-motive 
forces due to all the coils. 

The coils may be joined in series, or the pairs may be 
joined in multiple arc, the former plan being adopted if 
the object is to get a great e. m. f. between t and Ti ; the 
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latter plan if our object is to obtain a moderate e. m. f., with 
a very small resistance in that part of the circuit which 
forms part of the magneto-electric machine. Great heat 
would soon be developed with the latter plan. With the 
former (coils in series) very perfect insulation is required 
between the separate layers of the coils, or sparks will 
perforate the insulating substance and destroy the action 
of the coils. The following is a description of a machine of 
this class constructed by Mr. T. Holmes, and successfully 
used by him to produce the current for a large electric 
lamp : — 

The coils, eight}'-eight in all, are fixed in the rim of a 
wheel about five feet in diameter, with their axes all parallel 
to the axis of the wheel. They are arranged in two rings, each 
containing forty-four equally spaced bobbins. The centre 
of each bobbin in one ring corresponds with the centre of the 
space between two bobbins in the other ring. This wheel 
is driven at about no revolutions per minute. Horse-shoe 
magnets are fixed in a frame round the circumference of the 
wheel in three planes, or rings, containing twenty-ti^'O each. 
The two poles of each magnet are in the same plane, or ring. 
The distance between their poles i? equal to the distance 
between the bobbins, or coils. The magnets in the two 
outside rings have similar poles opposite one another. The 
magnets in the inner ring are placed with opposite poles 
facing the two similar poles of the outer rings. The two out- 
side rings have compound magnets of four steel plates ; the 
magnets of the inner ring between the two sets of bobbins 
have six plates. The weight of each plate is six pounds. 
Alternate coils have their iron cores magnetised in oppo- 
site directions, but the wires are so connected in series that 
the induced currents flow all in the same direction relatively 
to the wire. The length of the hollow iron core inside each 
bobbin is 3 J inches. Its external diameter, i^ inch; its 
internal diameter, i inch* Two copper wires, '148 inch in 
diameter, forty-five feet long, are wound round each core 
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and connected in double arc. These wires are equivalent to 
one wire '2 inch in diameter of the same length. The iron 
core and brass bobbin surrounding it are split ; that is to say. 
an open slit is left down one side of each cylinder. This 
prevents the induction of currents in the bobbin and wire 
where they are not wanted. 

Each ring induces forty-four distinct currents during one 
revolution of the wheel, and the maximum current from one 
ring coincides with the minimum current from the other ; and 
as each current lasts a very sensible time, and by a commuta- 
tor is transmitted always in one direction, their combination 
does not produce a series of sparks, but a nearly constant and 
uniform current. One and a quarter horse-power is re- 
quired to drive the machine when in action, and much less 
when the circuit is broken so as to stop the induced current 
This machine offers a striking example of the transformation 
of work into a current of electricity. 

§ 5. If the change of magnetisation could take place in- 
stantaneously, there would be no limit 'to the electromotive 
force which these machines could produce, except the limit 
imposed by the difficulty of insulating the wire and of driving 
the coils against a great mechanical resistance ; the electro- 
motive force induced in the coils would increase in direct pro- 
portion to the speed at which they were driven. Practically 
owing to the coercive force of even the softest iron and the 
self-induction of the wire on the bobbins, the change of 
magnetisation and of direction of the current occupies a very 
sensible time, and if the speed be increased beyond that at 
which the greatest change of magnetisation occurs, the elec- 
tromotive force will fall off instead of increasing. The effect 
of the coercive force is diminished as stated above by making 
the core hollow, and the effect of useless induction is dimin- 
ished by splitting it from end to end. 

§ 6. Obviously the magnets used to induce the currents 
might be electro-magnets ; but if these were excited • by an 
independent battery, the induced current would be obtained 
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at a much greater cost than would give the same current 
directly from a battery. 

Mr. Wilde conceived the happy idea of using a current in- 
duced by permanent magnets to excite a large electro-magnet 
which is used to induce a second current, which can be so 
much greater than the first as the electro-magnet is more 
powerful than the permanent magnet. The second current 
may be used to excite a second electro-magnet still more 
powerful than the first, and this second electro-magnet used 
to induce a third current greater than either of the two 
others. Dr. Siemens and Professor Wheatstone simultane- 
ously invented a further extension of the same idea. They use 
the current induced by the permanent magnet to convert 
this magnet itself into an electro-magnet. The efifect is very 
remarkable. However weak the permanent magnetism in 
the inducing magnet may be in the first instance, a few rapid 
turns of the coils with their armatures induces a current 
which increases in geometrical proportion, increasing the 
magnetism of the inducing magnet at the same time, until 
the resistance of the armatures as they pass the' poles is 
such as to balance the driving power. The current in 
the main circuit may be directly utilised, or one portion 
of it may be shunted for use while the other branch 
maintains the magnetism of the electro-magnet Mr. Ladd 
modifies this arrangement by having two distinct coils on 
his armature, one of which is used to excite the electro- 
magnet, while the other conveys the induced current which 
is to be utilised outside the machine. Ladd's, Wilde's, and 
Siemens' machines will produce currents capable of fusing an 
iron rod an inch in diameter and a foot long. The arma- 
tures and coils become themselves so hot that they must 
be artificially cooled, or the machine can only be worked for 
short periods without being permanently injured. 

§ 7. The armature used in these new machines is generally 
of the form introduced by Messrs. Siemens, which is much 
superior to that in Clarke's apparatus. 
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The compound horse-sfioe magnets are arranged in a pile 
of considerable depth, each separated from its neighbour bf 
a sensible space, as shown in Fig. 140. The armature a Ai 
rotates round the axis X Y between the poles in a position 
where the magnetic field is much more intense than that 
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occupied by Clarke's armature. This armature is a long bar 
of soft iron of an »H section, as shown in plan at a (Fig. 140), 
and is magnetised transversely. The wire is wound round it 
longitudinally, passing up one side and down the other. 

As this armature rotates round the axis x y its magnetism 
is reversed, and at each reversal a current is induced in the 
enveloping wire. The intensity and uniformity of the mag- . 
netic field in which the wire is placed cause this arrangement 
to give much better results than those obtained by Clarke's 
arrangement. 

§ 8. It is unnecessary that the armature either of Siemens' 
or Clarke's or any magneto-electric machine should com- 
plete one or more revolutions in order to induce a current : 
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the smallest motion about the axis is sufficient 'to produce 
some electromotive force, because it will change the intensity 
of the field in which the armature is placed. With Siemens' 
armature especially a very small deviation in one direction 
from the position shown in the plan, Fig. 140, will give a 
powerful current. The wires of the coil move almost directly 
across the lines of magnetic force, and the armature will be 
so magnetised as to help the induction so produced. A slight 
motion in one direction will induce a positive current, a 
slight motion in the opposite direction a negative current. 
Keys for sending electric signals without batteries are con- 
structed on this principle. 

§ 9. The Inductoriwn^ or Ruhmkorff's coil, is strictly 
speaking an electro-magnetic apparatus, inasmuch as the 
inducing magnet is not moved, but is magnetised and de-mag- 
netised by the passage and interruption of a current from a 
' battery. It is used to obtain by induction a great electro- 
motive force from a battery of small electromotive force. The 
inductorium consists of an electro-magnet excited by a (Com- 
paratively ^hort coil of thick wire called the primary coil : a 
long coil of fine wire, called the secondary coil, is wound 
round the same electro-magnet ; the primary circuit, which 
is completed by a battery of small resistance such as Grove's, 
is alternately made and broken with great rapidity; the 
secondary circuit is always complete, or interrupted only by 
such a space that the electromotive force induced in the 
secondary is sufficient to cause the passage of a spark. 
When the primary circuit is closed, the electro-magnetism of 
the core induces a current in the secondary wire in a direc- 
tion opposed to that of the primary circuit. When the 
primary circuit is interrupted, the diminution of the mag- 
netism in the core induces a current in the same direction 
round the wire as the primary current, and therefore in a 
direction through the secondary coil opposed to the current 
previously induced. 

The electromotive force per foot of the wire in the 
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secondary cbil depends on the intensity of tlie magnetic 
field produced and on the rapidity with which it is produced. 
The sum of the electromotive forces thus induced in a long 
coil is enormously greater than the E. M. f. of the inducing 
battery ; the longer the secondary coil the greater the 
electromotive force. 

% 10. Sparks many inches in length can be obtained &om 
the secondary circuit of a large ioductorium, but in such 
apparatus the greatest care is requisite in the insulation of 
the secondary coil. Each wire must be insulated from its 
neighbour by layers of some hard insulator which a spark will 
not easily pierce, and care must be taken so to wind the coil 
that no two portions of the secondary coil at very different 
potentials are near together : this is effected by winding the 
CoU in successive compartments A, b, c,as in Fig, 141, where 
each compartment is insulated from its neighbour by discs 
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of vulcanite In order to facilitate the rapid change of mag- 
netism, the core should be either a hollow spbt cyhnder era 
bundle of iron rods insulated from one another. 

The making and breaking of the primary current is ge:ie- 
cally effected by a htUe oscillating hammer having a small 
armature of soft iron at its head : this hammer is placed so 
as to be attracted when the iron core is magnetised ; by its 
motion towards the core it breaks the primary circuit; the 
core being no longer magnetised allows the litde hammer to 
fall back and so once more to complete the primary circuit; 
this re-magnetises the core, and the hammer again breaks the 
circuit and this action repeats itself indefinitely. There are 
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adjustments by which the rapidity of the oscillations of the 
hammer can be regulated until the best result is obtained. 
The limit to the speed at which the successive currents can 
be induced depends on the coercive force of the iron core 
and the self-induction of the secondary coil. The work 
done in the secondary coil by the induced current is neces- 
sarily less than that done in the primary coil by the battery, 
however much greater the electromotive force may be. 

The following is a description of an inductorium made by 
Messrs. Siemens : — ^The core is made of iron wires 13 m.m. 
diameter and 95 centimetres long. These are cemented to- 
gether and form a cylinder 60 m.m. diameter. Two layers of 
copper wire 2*5 m.m. diameter form the primary coil. This 
coil and the iron core weigh 35 lbs. They are placed in a 
tube of hard vulcanite 26 m.m. thick at the ends, and 12 
ni.m. thick at the middle : along this tube 150 thin discs of 
vulcanite are fixed at equal intervals, and the ends are 
covered with thick discs of the same material. Each sub- 
division between the little discs is filled with a coil of fine 
silk-covered and varnished copper wire 0*14 m.m. diameter : 
these coils are connected in series, so that the current flows 
from the outside to the inside of one compartment and from 
the inside to the oatside of the next, in order that no two 
portions of wire at greatly differing potentials may ever be 
in close proximity. The length of the secondary coil is 
10,755 metres, and it makes 299,198 turns round the 
cylinder. The weight of the copper wire is 58 lbs. and its 
resistance about 155,000 ohms. 

There is some difficulty in arranging a good make and 
break piece acted upon by the hammer on account of the 
large sparks which pass between the contacts tending to 
fuse them together and oxidise them. Messrs. Siemenc 
make contact between a platinum point and a platinum or 
silver amalgam covered with alcohol. 

When long sparks are wanted, the make and break appa- 
ratus is driven slowly, by clockwork or by a separate 

u 
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elactro-magnetic engine, so as to give a long contact, which 
is then suddenly broken. The above apparatus will give 
sparks of from one to two feet in length, with six large 
Grove's elements in the primary circuit : 50 miles of fine 
wire have been used in some induction coils. 

§ 11. A Leyden jar or some other form of condenser is 
frequently attached to the secondary circuit when this is 
used to give sparks. The one armature of the condenser is 
connected with one end of the secondary wire and the 
other armature with the other end of the same wire, near the 
opposed points across which the spark is to pass ; the effect 
of this arrangement is that a considerable accumulation of 
electricity takes place near the points before the difference 
of potential is sufficient to cause the spark to pass, and con- 
sequently the number of sparks observed in a given time is 
less with the condenser than without, but each spark con- 
veys more electricity and is much more brilliant An electro- 
motive force in the coil insufficient to cause any spark to 
pass may nevertheless help to charge the armatures of the 
condenser, and thus some portions of the inductive action 
may be utilised with the condenser which without it would 
be wasted. The dielectric must be thick and strong, or it 
will be pierced by the spark. 

A condenser is also frequently employed, connected with 
the primary circuit. 

§ 12. The Inductorium may be used to give the sparks 
required for examination by the spectroscope or to give an 
electric light, which is, however, comparatively feeble. It may 
be used to charge Leyden jars and produce physiological 
effects ; it may be used to produce the beautiful luminous 
effects which occur when electricity is passed through 
rarefied gases. The gases are enclosed in glass tubes having 
platinum electrodes soldered into the glass and terminating 
in balls at a considerable distance apart : instead of the 
spark observed in air, a diffused light is seen differently 
coloured in various gases and beautifully stratified. These 
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appearances have been carefully studied by Gassiot, Pliicker, 
and others. The tubes enclosing the gases may be bent 
into very complicated shapes, and filled in different parts 
with different gases, so as to produce a striking and pretty 
appearance when the current from the inductorium passes : 
they are generally called Geissler tubes. The induction of a 
magnet, or of a current of electricity, or of a simple conductor 
outside the tubes, can be observed on the luminous current 
within, causing it to be distorted or move in those directions 
in which the inductive force would act on a solid wire con- 
ducting a similar current : for this experiment the tube must 
be wide or nearly spherical, so that the luminous current 
occupies only a portion of the enclosed space. 



CHAPTER XXI. 

ELECTRO-MAGNETIC ENGINES. 



§ 1. The most elementary arrangements by which electricity 
can be made to produce regular motion by electro-magnetic 
force are those in which a short wire or rod conveying a 
current is made to rotate by the direct and continuous 
electro-magnetic attraction to or repulsion from some fixed 
conductor conveying the same or another current. 

Let o p. Fig. 142, be a wire capable of rotation round o, 

Fig. 142. Fig. 143. 
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and conveying a current from the centre to the circumference 
of a ring-shaped trough of mercury into which the etvd 

u 2 
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of the wire p dips. Let the same current or another be 
conveyed in a straight wire a b near the edge of the 
mercury ring. Then the wire o p will be attracted by 
A B until p reaches the position p,, Chap III. § 6 j the wire 
will then be repelled till it reaches the position p,,,, when it 
will be agam attracted, and thus continuous rotadon may 
be produced in the direction shown by the arrow, if the ' 
other portions of the circuit are arranged so as not to neu- 
tralise the series of actions described. The force available 
even with very powerful currents is small. 

Again, let the fixed current flow in the circle a b as shown 
by the arrow, Fig. 143 ; the moveable wire O P in which a 
current flows from the centre to the circumference will be con- 
tinuously impelled to rotate in a direction opposed to that of 
the fixed current The force will be very small, but we may 
multiply it by using a coil of many turns for the conductor 
A B. No convenient way has yet been found of multiply- 
ing the conductor o p, and the power given out by this 
arrangement is therefore still very small. 

A horizontal circular current also tends to produce con- 
tinuous rotation ina vertical current approaching it or receding 
from it Thus let a moveable system p u p,. Fig. 144, be 




placed in the centre of a fixed ring a b, through which a 
cunent flows as shown by the arrow. Let the ends p and 
Pi dip in a mercury tiovi^, \)'j -wtefAv the circuit through 



Chap.' XXI.] Electro-magnetic Engittes. 293 

o P and o p, may be maintained : both vertical cutrents de- 
scending to p and P] are acted upon in one direction by the 
fixed current, and tend to turn p m p, in a direction opposed 
to that of the current in a b. 

§ 2. Currents can be made to rotate by magnets, and 
magnets by currents, under the influence of continuous 
electro-magnetic attraction and repulsion. Let a magnet n s, 
Fig- 145) be weighted so as to float upright in a vessel filled 




with mercury, and let the upper end of the magnet cany a 
little capsule m of mercury, servii^ to connect the magnet 
with one pole of a galvanic battery by the point Z, and 
yet leave it free to rotate ; the magnet should be well var- 
nished, except at its lower end. Let the other pole of the 
battery be brought to the mercury near the magnet by a 
wire C : the magnet will rotate so long as the circuit is 
complete. The cause will be obvious if we consider the 
magnet to be a kind of solenoid, for then a force will act 
between each ring of the solenoid and the current going 
from the centre to the circumference, as in the second ex- 
periment of the last §. The force in this case will cause 
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the ring (the solenoid or magnet) to rotate, the current 
flowing from centre to circumference being fixed. 

If the magnet be fixed and a little wire frame similar to 
that in Fig. 144 be pivoted upon it with the two vertical enrfs 
p dipping into the mercury near the magnet, the fi^me will 
be caused to rotate by the magnet This is explained bythe 
third experiment of § 1, if we look upon the magnet as a 
solenoid. 

§ 3. The power to be obtained from the above arrange- 
ments of magnets and currents is so small that they cannot 
be employed to drive any other apparatus, and cannol 
therefore be termed electromotors. By alternately mag- 
netizing and demagnetizing electromagnets we can constnicl 
electromotors giving out as mechanical effect a considerable 
fraction of the whole energy of the electric current The 
simplest electromotor is Froment's rotating engine. This 
consists of one or more horse-shoe electromagnets, a a„ 
fixed as in Fig. 146, radially outside the periphery of a 
drum, u, capable of rotation. On the periphery of this 




movable drum there are a series of sofl iron bars or 
armatures, ebb, etc. As the drum revolves it completes 
a circuit, by suitable make and break pieces, sending a 
powerful current through each electromagnet as each arma- 
ture approaches its poles within 15° or 20°: the electro- 
o^gnet tlien attracts ihe armature and so drives the drum 
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forward. The circuit is interrupted, and the magnet there- 
fore unmade, just as the armature passes the poles ; the drum 
continues its rotation by inertia or by the action of another 
electromagnet, until a second armature approaches the poles 
of the first electromagnet, when the circuit is made as 
before. The make and break pieces and successive elec- 
tromagnets are so arranged that the current is not cut off 
from one circuit till it can flow through the next. This has 
the double advantage of tending to produce uniformity in 
the driving action and of preventing the passage of sparks 
when the contacts are made and broken. These sparks 
tend to bum the contacts, and gradually to prevent them 
from closing the circuit. 

Another form of electromotor is constructed, resembling 
the ordinar}'^ beam steam engine ; the piston is represented 
by a magnet whieh is alternately sucked into a hollow coil, 
and repelled as the current in the coil is reversed ; sometimes 
a soft iron piston is used, which is alternately attracted and 
set free. 

§ 4. Much more attention would be directed to electro- 
motors than tjiey have hitherto received were it not for the 
fact that they are necessarily at least fifty times more ex- 
pensive to maintain in action than the ordinary steam 
engine. Zinc is the cheapest material by the consumption 
of which electricity is produced. The energy evolved by the 
consumption of one grain of zinc is only about y\^th of 
that developed by the consumption of a grain of coal. 
A large fraction of the energy in the case of the zinc can be 
converted into an electric current, whereas we have not 
yet discovered any means of obtaining the energy of coal 
except as heat, and we necessarily waste a great part of this 
heat in the process of transforming it into mechanical energy. 
In the transformation of energy into mechanical effect the 
advantage lies with electricity. The whole of the energy 
either of heat or of an electric current can never be 
transmuted into mechanical effect. In the best steauL 
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engines not one quarter of the heat is so transformed ; more 
frequently about a tenth is so used. It is probable that 
larger fractions than these of the total energy could be 
transformed by an electromotor into mechanical effect ; but 
this advantage, even if realised, cannot nearly counter- 
balance the disadvantage entailed by the cost of zinc, 
which is 20-fold that of coal weight for weight, and 200- 
fold that of coal for equal quantities of potential energy. 
In estimating as above that the zinc motor may be only 50 
times as dear as the coal motor, I assume that the electro- 
magnetic engine may be four times as efficient as the heat 
engine in transforming potential into actual energy. 



CHAPTER XXIL 

TELEGRAPHIC APPARATUS. 

§ 1. The instruments used in telegraphy may be divided 
into two great classes : — I. Those which transmit signals 
representing the alphabet by signs of a purely conventional 
character. II. Those which transmit signals, shown or re- 
corded in some ordinary printed alphabet. 

In the first class the apparatus is simpler, because the 
symbols representing the alphabet are chosen with reference 
to the indications most easily produced by electricity in a 
telegraphic circuit. The advantages of the second class 
of instruments are, that the chances of error which 
result from the translation of telegraphic symbols into 
ordinary writing are avoided, and that no special training 
is required to read the messages as they are received. 
Each class is best suited to a special kind of work. For 
the general business of the country, carried on by a 
special staff, the first class is almost wholly employed, and will 
probably retain this pre-eminence. For private telegraphs 
read by untrained persons, and for large stations where 
highly-trained mechanics ai\d electricians can be employed^ 
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the second class of instruments, which show messages in letters 
or print them in type, will^ probably also continue to be 
employed. 

Both classes may be subdivided into those instruments in 
which a galvanic battery generates the current, and those 
in which the current is induced by a magneto-electric 
arrangement. 

§ 2. A telegraphic circuit, when a battery is used, consists 
of (i) an insulated wire connecting the transmitting and 
receiving stations, (2) the wire of the receiving apparatus at 
the station where the message is to arrive, (3) the earthy 
which conveys the received current back to the sending 
station, (4) the sending battery^ or other rheomotor,^ which 
is alternately allowed to transmit its current into the line, and 
insulated from that line by the manipulator who works the 
sending apparatus. 

The sending apparatus is commonly some contrivance for 
making or breaking the connection between the battery and 
the line ; so that when the circuit is completed, its resistance 
is the sum of the resistances of the battery, the line, the 
wire in the receiving apparatus, and the tract of earth con- 
necting the two stations. When a magneto-electric sender is 
used instead of a galvanic battery, the resistance of its coils 
takes the place of the resistance of the battery. In land lines 
the distinctness of the signals depends, other things being equal, 
on the strength and uniformity of the currents transmitted ; 
and in order to save the expense of employing batteries or 
magneto-electric arrangements of great electromotive force, 
it is desirable to keep the resistance of all the parts low. 
Thus, the thicker the wire the better will be the signalling 
with all classes of instruments ; but the size of the wire is 
of much greater importance on long lines than on short 
ones. The larger the plates of the battery the better, but 
on long lines the resistance of this part of the circuit sinks 

* Rheomotor is the name given by Professor Wheatstone to any 
apparatus which can generate an electric current. 
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into insignificance in comparison with that of the line. The 
less the resistance of the receiving apparatus the better ; but 
this also forms a small percentage of the whole resistance 
on long lines. The resistance of the earth between most 
stations is insensible if care be taken to make the two con- 
i\exions with earth at the two stations by large plates 
buried in damp earth. Occasionally, however, it may be 
necessary to take a wire a long way from the signalling 
station before a suitable spot for a good earth connexion 
can be found. Signals are sometimes stopped altogether 
by a failure in the earth connexion. 

Class I. 

§ 3. All signals are made by the alternate transmission 
and intemiption of currents, and these currents may be either 
positive or negative ; that is to say, they may be sent from the 
copper or zinc pole of the battery into the line, the other 
pole of the battery being necessarily put to earth at the 
same time. The following are the elements out of which 
every telegraphic alphabet must be compounded in Class I. 

1°. The relative length or duration of the currents sent. 

2°. The relative strength of the currents. 
These strengths may range from zero upwards through all 
sjtrengths of positive current, and from zero downwards 
through all strengths of negative current. 

The simplest S)anbols are those which record merely two 
lengths, one long and one short j and those which record 
merely two strengths, one positive and one negative. The 
Morse alphabet is the standard example of the former class, 
and the single needle alphabet the standard example of the 
second class. 

§ 4. Morse signals are sent by a simple key, which the 
operator depresses when he wishes to send a current, and 
raises when he wishes to interrupt it. Fig. 147 shows a 
common form. The insulating parts are generally made 
o^ dry wood, the resistance of which is amply sufficient. 
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A short depression or mere tap sends the short ele 
mentary signal technically called 3.dot; a longer depression 
sends the second elementary signal technically called a 
dash. The Morsealphabet is formed by a combination of dots 
and dashes, separated by equal intervals. The letters are 




separated by longer pauses, and words by still longer intervals. 
The following table gives the Morse alphabet The short 
lines are dots, the long lines dashes. 

J,- 

U - 



H 

I -• 

Full stop (.} 

Colon ( : ) 

Semi-colon ( ;) 

Comma _{ , ) 

Note of interroga- T 
tion(?) J- 



Ch - 



Note of admi- 1 

ration(l)- ) 

Hyphen (.) 

Apostrophe ( ' ) 

Parenthesis ( — ■ • — ) 

Inverted \ „ _ 

Commas (" ") J 
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Bar of division 

Call signal — - — - — 

Understand message - - 

Correction or rub out -- 

End of message — 

Wait 

Cleared out and all right - — - 

Begin another line - — - — - - 

The positive and negative alphabet may be exactly similar 
to the above ; the dash, or long signal, being replaced by a 
mark on the right side of the paper, or by the motion of some 
index to the right, and the dot by a mark on the left side, 
cr a motion to the left. 

§ 5. Ink marks similar to those printed above are made 
on a long strip of paper at the receiving end of a line, by the 
device shown in Fig. 148. 

Fic- 148. 




Let M represent the Morse sending key ; l the insulated 
line, reaching from the sending station to the receiving 
station, where the conductor is connected to one end of 
the wire of an electro-magnet R, the other end of that wire 
being directly connected with e, the earth. Let a be a soft 
iron armature hinged at ^, and having a narrow roller b con- 
tinually revolving in an ink trough b. Let the strip of papef 
p be continually moving in the direction of the arrows. Then 
when M is depressed, making contact at m with one pole of 
a battery c z, the other pole of which is to earth, a current 
will flow through the whole circuit and make the core of r 
magnetic. The end a of the arcnature will be depressed, the 
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little roller pressed against the paper, and a black mark 
made, the length of which will depend on the rate at which 
the paper is moved, and the time during which m remains 
depressed. On raising the handle m so that the contact is 
now made at o, the current will cease to flow ; the core of R 
will lose its magnetism : a will rise, pulled up by a little 
spring, and the ink mark will cease on the paper. Thus 
a short depression of m will make a short mark or dot ; 
a long depression of m will make a long mark or dash. The 
handle m is in the diagram shown in a neutral position, 
making contact neither at o nor at w ; in practice it is never 
in this position, but makes contact at o when not depressed 

by hand. ' 

Fig. 149 shows a complete Morse ink writer as made by 
Messrs. Siemens Brothers. The following is a description 
of the instrument almost in their own words : — e is the 
electro-magnet, through which the received current passes. 
N is a handle by which the clockwork is wound up. 

The clockwork placed inside the instrument turns a small 
milled roller w, and the printing disc d. The friction roller 
Wi is pressed, by means of a spring v, upon w, and turns 
with it. 

The disc of telegraph paper s is placed upon the horizontal 
wheel p, which turns on a hardened pivot a. Horizontal 
wheels for paper were first introduced by Mr. Stroh, and 
are much superior to vertical wheels. The end of the strip 
of paper is led round the roller s^ turning on a vertical 
axis, thence under the roller s^\ over the roller j, and under 
the small steel roller /, where it is struck by the printing 
disc D, on the armature e being attracted by the electro- 
magnet E. From the small roller i the strip of paper passes 
between the friction rollers w and w,, which, when they re- 
volve, draw the paper forward in the direction of the arrows. 

The roller Wi can be lifted by the small handle x ; and it 
will be found convenient to lift it in this manner when in- 
troducing the paper between the friction rollers w and vr v 
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A A is a brass vessel for holding a supply of printing-ink, 
the opening to which for putting in the ink is supplied with 
a cover c to prevent dust from getting into it; the vessel 
terminates in an open cup or trough b b^ in which the print- 
ting disc D revolves. The vessel a a is fastened to the side 
of the apparatus by means of a screw with a milled head c, 
so that it can be easily removed for refilling or cleaning. 
The spindle on which the printing disc d is fastened revolves 
in an eye at the end of the continuation h of the printing 
lever h h. The spindle is made to revolve by being joined, 
at the end furthest from the printing disc, by a species of 
universal joint, to the end of a short spindle carrying a cog- 
wheel in gear with the clockwork. The printing disc is thus 
kept revolving, although free to follow the motions of the 
printing lever. 

Should it be wished to stop the clockwork of the instru- 
ment, the handle Q must be pushed to the right, by which 
the spring / is pressed against the small metal collar g of 
the regulator /. The release of the clockwork is effected by 
moving the handle Q in the opposite direction. 

The cores of the electro-magnet are of soft iron, united 
by a cross-bar and surrounded by the wire coils. The 
lever h h moving between the points 2 and 3 of the 
screws m and Wi, carries on one arm an armature of iron ^, 
and at the other end the continuation //, in an eye at the 
end of which revolves the end of the spindle which carries 
the printing disc D. 

The contact screws m and m^ limit the play of the print- 
ing lever h h. In order to draw the lever back to its normal 
position as soon as a current has ceased, a spring k is pro- 
vided, the degree of tension of which can be regulated by 
means of the nut 0, Another adjustment has been adopted, 
in addition to the above, by which the electro-magnet e has 
been made moveable, and can be raised or lowered by 
means of the milled headed screw n^ thereby increasing or 
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decreasing the distance between the cores of the magnets 
and the armature e of the printing lever h h. 

When the circuit, Fig. 148, is closed at »/ a current from the 
copper of the distant battery, after traversing the line, enters 
the printing instrument r, passes through the coils e of the 
electro-magnet, Fig. 149, and leaving the instrument returns 
through the earth to the zinc of the distant battery. As 
long as the current lasts, the iron cores are converted into 
magnets, the free ends of which will attract the armature 
e and thus set the printing lever H H in motion. The con- 
tinuation // of the printing lever h h consequently presses 
the disc d against the paper band, upon which it produces 
a dot or a dash, according to the length of time during 
which the armature is attracted by the cores. 

There are many modes of receiving and recording the 
Morse signals besides that just described. In majiy old 
instruments the roller b^ Fig. 148, is replaced by a mere 
steel pointer or style, which makes a little indented line when 
pressed on the paper by the depression of a. In Bain's 
chemical telegraph. Fig. 150, the electro-magnet r is wholly 
dispensed with. The depression of M sends a positive current 

Fig.. 150. 




through R, c, and L, and then at the receiving station 
through a steel style r, pressing on a band of paper/, 
which has been soaked in a mixture of equal parts of satu- 
rated solutions of ienocY'aivide of potassium and nitrate of 
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ammonia. The current next flows to r and through m to 
earth, the handle of m being raised. The diagram shows 
the connections so arranged that all signals can be sent from 
either end. At the receiving station the keys m or /« make 
contact at o or 0. Prussian blue is deposited so long as the 
current passes through the paper, and thus the long and 
short signals are recorded by short or long blue marks. 
There should be a slight excess of carbonate of ammonia in 
the solution of nitrate. 

Sometimes the Morse signals, are indicated to the ear or 
eye without being recorded. Thus, even if the paper at p, 
Fig. 148, be removed, the mere sound of the armature as it 
rises and falls is intelligible to the ear of a skilled operator. 
The sotmder, as it is called, is coming into extensive use and 
consists of a Morse receiver without clockwork or paper or 
inking roller. The sound is produced by the tapping of the 
lever h, Fig. 149, against the stops m and m-^. The mere de- 
flection of a galvanometer needle, included in the circuit at 
R, will be equally intelligible to the eye. It is only necessary 
to make the needle light and confine its motion within narrow 
limits, so that each current in passing produces a single well- 
marked depression lasting for a longer or shorter time, and 
not a series of unchecked oscillations. 

§ 6. The simplest form of receiving instrument for posi- 
tive and negative signals is a little galvanoscope, the index 
of which can deflect only a short distance to right or left of 
its zero, being checked by stops. The inside of one of 
these instruments is shown in Fig. 151. 11 are the coils 
fastened to the back of a little door which opens to allow the 
works to be got at ; A is a support in which one pivot of the 
needle works ; n p are the keys used in sending; the needle 
s N and pointer a b are shown in Fig. 152. The key by which 
the positive and negative signals are sent from one and the 
same battery is better shown in Fig. 153. l and e are two 
springs connected respectively with the line and with earth. 
They, when untouched by the hand, press against the ut^x^^^ 

X 
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bar C, which is connected with the copper pole, of a battery. 
Either spring can be depressed by the finger so as to come 
in contact with the bar z, which is connected with the zinc 
pole of the battery. If l is depressed, a negative current 
flows into the line ; if e is depressed, a positive current flows 
nto the 1 ne The gal anoscope at the other end is so con- 
nected that the depress on of the left hand key causes a de- 
flect on to the left a depression of the nght hand key a 
deflection to the nght The form of galvanoscope used is 




called the single needle instrument, and the alphabet the single 
needle code. The Morse code given above is often used, 
a dot being a deflection to the right and a dash a deflection 
to the left. 

Sir Charles Bright introduced the bell instrument as a 
substitute for the single needle. His instrument contains 
bvo bells struck by the depression of the armatures of two 
electro-magnets, one working each bell. Each electro-wiagnel 
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was worked by its own relay ; one of the relays worked 
when a positive current was received, and the other when 
the received current was negative. This instrument is falling 
into disuse. 

§ 7. The connections shown above are most suitable for 
comparatively short lines. On longer lines more complex 
arrangements are generally adopted, involving the use of 
relays. The Relay is an instrument which retransmits the 
original signal from a fresh battery : it may be used either 
to send this signal to a distance along a second section 
of line, or simply to send a strong current from a focal 

Fig. 153. 



N 





battery through the receiving instrument. The current 
received from a distance is often so diminished by leak- 
age that it is insufficient to work the electro-magnet which 
marks the paper, or to give legible or audible signals, 
and yet it may be sufficiently strong to move an armature 
with sufficient force alternately to make and break 'an 
electric contact, and thus indirectly to work the receiv- 
ing or recording instrument. Fig. 154 shows the con- 

X 2 
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nection for a Morse system \vith relays at each end, worked 
by single currents. 

Corresponding parts at the two stations are indicated by 
the same letters, capitals being used for one station and 
italics for the other, r is the relay, and c z the sending 
battery; Rj is the Morse instrument, and Ci z^ the local 
battery used to work it. The depression of the key ni 
making contact at o sends a positive current through tlie 
line L to M, and through the contact p to the electro-magnet 
R of the relay and thence to earth. The electro-magnet r 
attracts the armature of the relay, making contact at n and 

Fig. 154. 




m 




WA^ 



thus sending a positive current through Ri, the electro- magnet 
of the recording instrument. 

Obviously Ri might be at a station 100 miles from r, in 
which case Lj would be the second line, and the portion 
of the circuit from z^ to Rj the earth. 

Relays are constructed so that a very slight difference in 
the strength of a current determines whether the moveable 
tongue or armature makes contact at n, or rests against 
an insulated stop. Care is also taken to provide such adjust- 
ments that the tongue may be made to move with any desired 
strength of current : thus the relay may be set so that with zero 
strength the tongue rests on the stop and makes contact when 
the current reaches the strength unity, or it may be set so that 
it rests against the stop when the current has a strength 100, 
and. makes contact when the current has a strength loi. 
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Relays are also often made so that the tongue moves only 
with a current of one sign, remaining unaffected by a current 
of the opposite sign ; the core of the electro-magnet may in 
this case be a hard steel magnet, the polarity of which is 
never reversed by the currents received. Other relays 
are made so that when the tongue has once been de- 
flected to make contact, it will not return until a reverse 
current has been sent through it. The best known form of 
this species is the polarized relay made by Messrs. Siemens, 
and shown in Fig. 155. s is the ^^^ 

south pole of a hard steel magnet, 
the north pole of which is bifur- 
cated and ends in the two pieces 
H «i, between which the tongue a 
Cii the relay oscillates, pivoted at 
D. The coils are wound round the 
two north branches of the magnet 
in opposite directions, so that a ' 
current in one direction tends 
to make tii north and « south, 
while the reverse current would 
make «, south and n north. The tongue «, made of soft 
iron, becomes a south pole by contact with ss. 

Relays can be arranged so as to send podtive and 
negative currents corresponding to positive and negative 
currents received. 

The Morse ink-writer can easily be arranged so as to act 
like a relay, the armature being employed to make the 
necessary contacts instead of to mark paper. With instru- 
ments of this class Messrs. Siemens, on the Indo-European 
line, work from London to Teheran, a distance of 3,800 
miles, without any retransmission by hand. There are five 
relay stations in this circuit. 

5 8. In ordinary Morse s^als and in all others where only 
one current is absolutely required, there is nevertheless 
some advantage in using the negative current to draw back 
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the armature and so terminate each signal. This system 
was introduced by Mr. Varley. It considerably simplifies 
the adjustment of the relays and has other advantages. 
Where these reverse currents are not used, the relay tongue 
must be pulled back by a spring or by magnetic attraction, 
and their adjustments require to be continually altered. 
This spring requires continual adjustment to suif the strength 
of the received current, which varies much during each day 
as the insulation of the line varies. With a polarized relay 
and reverse currents, no such adjustment is required, be- 
cause the positive and negative currents decrease simul- 
taneously; and if there were no earth currents^ a good 
polarized relay once set for reverse currents would never 
require to be touched ; practically, all relays require adjust- 
ment from time to time. Earth currents are currents 
flowing along the line, not sent by the batteries, but de- 
pending either on a difference of potential between the 
earth at the two stations or on induction from passing clouds. 
Currents often flow for hours in one direction through the 
lines, and the signalling currents are superposed on these 
earth currents ; the relays then have to be set, so that when 
no signal currents are passing the armature is attracted more 
strongly by one armature than by the other, and the amount 
of this bias must be regulated as the earth currents vary. 

§ 9. With the connections as shown in Fig. 154, although 
no current is sent direct from the battery through the home 
relay circuit, every signal sent causes the relay at the sending 
station to work, if the line is long and well insulated, or 
if it includes many miles of underground or submarine wires. 
This action is due to the statical charge which accumulates 
on the line L. When contact is made by the key m at o» 
the line l becomes statically charged. When contact is 
broken at o, and made at p, part of this statical charge flows 
to eartli through the relay r, the other portion flowing on 
through the distant relay r ; thus the key m as it makes and 
breaks contact causes intermittent currents to flow through 



Chap. XXII.] Telegraphic Apparatus. 3 1 1 

the home relay which will work the local Morse instrument Rj. 
This action is not only unnecessary, but is detrimental, 
because the currents returned in this way are often so 
strong as to alter the permanent or residual magnetism of the 
relay, which then requires readjustment when signals begin 
to arrive from the distant station, and moreover the local 
battery Cj Zj is put in action by these return currents when 
not required. The return current *is especially great when 
any portion of the line l is foniied of wire coated, with 
india-rubber or gutta-percha, because lines so formed 
have a much larger electrostatical capacity than the 
ordinary aerial land line. Where this inconvenience 
exists, each station may be provided with an apparatus 
called a switch, by which the connections are altered at 
will, so that when the station m, fig. 154, for instance, is 
sending the relay, r is not in the circuit between p and e, 
which points are then direcdy connected. 

The sending key m is sometimes so made as to put the 
line to earth for a short time between the two positions 
where it makes contact respectively with o and p. 

A still better arrangement for discharging may be em- 
ployed, in which the action of the current sent from the 
home station puts p to earth by means of a separate relay, 
and keeps p to earth by residual magnetism for a very short 
time after the key m has broken contact at o and made con- 
tact at p. With this arrangement the distant station can at 
will interrupt the sender. 

§ 10. The following points must be attended to in the 
construction of telegraphic apparatus : — 

The core of the electro-magnet should be arranged so that 
its magnetism changes rapidly at the commencement 
or cessation of a current ; otherwise rapidly alternat- 
ing changes produced by rapid signals will not be regis- 
tered by the armature. With this object, if soft iron is 
used, the mass should not be great ; the core should be 
hollow, and split longitudinally: and the iron should be 
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carefully selected with as little coercive force as possible. 
The highly magnetized cores of polarized relays gain and 
lose the small increments of magnetism due to feeble 
currents with less delay due to coercive force than is ex- 
perienced with soft iron. The coercive force in the arma- 
tures is another source of delay in rapidly alternating 
signals. These armatures should, therefore, be made 
light, and must not pass through very different states of 
magnetization. If allowed, for instance, actually to touch the 
core of the electro-magnet, they become so highly mag- 
netized that when the electro-magnet is weakened by the 
cessation of the current, they often adhere to the core imdcr 
the influence of residual magnetism, requiring a very strong 
spring to pull them back, and consequently a very powerful 
current to pull them against the spring to the electro-magnet. 
The most delicate relay is that in which, other things 
being equal, the armature moves in a nearly constant 
magnetic field, which is alternately weakened and strength- 
ened by the received current. The alteration produced in 
the magnetic field of the electro-magnet by the passage of a 
current should, however, be the greatest which that current 
can produce, and this condition requires that the iron or 
steel core should not be very small ; moreover, some little 
pressure niust be exerted at the contacts, or the tongue of 
the relay will be made to tremble by the mere passage of the 
local current, which exercises a repulsion on itself ; to obtain 
the necessary force, the armature must have considerable 
bulk : these two last conditions are antagonistic to those first 
mentioned, and experiment alone can determine the best 
proportions. The form of the electro-magnet should be 
such as to give the strongest and most uniform field possible 
with a given intensity of magnetization. This condition is 
entirely violated in the common relay or ink-writer, where 
the armature stretches across the poles of an ordinary horse- 
shoe magnet. It is much more nearly complied with in the 
Siemens polarized relay described above. The form of 
the iron or steel core and lYie d\?»ln\i>i\!\oxv o^ \.\v^ cote on the 
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magnet should be such as to give the maximum intensity of 
magnetization per cubic centimetre of core consistent with a 
given current passing through a given length of wire. This 
condition is probably very imperfectly fulfilled by any 
relay yet constructed. 

The mass of the armature should be so distributed that its 
moment of inertia may be the smallest that is consistent 
with the necessary weight of the armature and position of 
the pivots j any increase in the moment of inertia pro- 
duces a proportional diminution in the angular velocity 
with which the tongue will move under a given force, and 
the rate at which a relay will work depends on this angular 
velocity. If the moment of inertia be doubled, the force 
remaining the same, the angular velocity acquired in a 
given time will be halved, and the angle traversed in that 
time will be halved ; but to traverse the same angle, i.e. to 
pass from one contact to the other, will not require double 
the time, but only 1*414 times the time required by the 
lighter armature, because 1*414 = v2. The moment of 
inertia is the sum of the products of the weight of each 
particle into the square of its distance from the pivot round 
which the mass rotates : it is therefore not only desirable, 
when rapid motion is to be produced by a weak force, that 
the weight should be small, but also that it should be near 
the pivots. 

No harm is done, however, by putting the pivots far from 
the points of contact, because we thereby diminish the angle 
through which the armature has to move between the 
contacts ; so that if we halve the angle and double the 
moment of inertia, the one change exactly compensates the 
other. 

The wire on the electro-magnet (or in the coil of the single 
needle instrument) should have a moderate resistance re- 
latively to that of the whole circuit : * thus on short lines a 

* One authority says ^ of the resistance of the whole circuit; this 
seems very large. 
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thick, short wire should be used for the electro-t magnet ; but 
on long lines, relays with long, thin wires are required. The 
reason for this is the same as that for using galvanon^.eters 
with long coils to test insulation, and galvanometers with 
short coils to observe currents in circuits otherwise of small 
resistance. The common single needle instruments have a 
resistance of about 200 ohms, the coil being made of No. 35 
wire. 

The direct ink-writer used for short lines may be coiled 
with No. 35 wire (0*005 inch diameter), and have a 
resistance of about 500 ohms. 

The electromagnets in local instruments (no line wire on 
circuit) are made with wires of from '022 inch to 0*012 
inch diameter (Nos. 24 to 30). 

A Siemens polarised relay may be made with No. 40 
copper wire, and have a resistance of 500 to 700 ohms. 
These relays sometimes have a resistance of 3,500 ohms. 

All contacts must be made by platinum points, platinum 
being the only metal which is not oxidized or dirtied by the 
passage of the little spark which accompanies the making 
and breaking of the circuit. This spark wears out even the 
platinum contact pieces in time ; it may be avoided by 
connecting permanently the two contact pieces through a 
resistance so large that the current passing when contact is 
broken is small enough not to be injurious.- The same 
object is gained by placing a small condenser between the 
contact pieces, each contact piece being connected with one 
of the two armatures. 

§ 11. In place of a voltaic battery, a magneto- electric 
arrangement may be employed to send currents. Thus a 
Siemens armature worked by hand may be employed to send 
Morse signals, the motions of the hand being similar to those 
required for the Morse key. The depression of a handle 
moves the armature in one direction, and sends, say, a posi- 
tive current, which by a polarized relay causes an ink- writer 
to begin marking the papei. So long as the amiature 
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and handle remain depressed the ink-writer continues to 
mark, though no current is flowing through the relay, the 
tongue of which is held over by the permanent magnetism 
of its magnet ; when the handle is raised and the armature 
moved back to its original position, another short current is 
sent in the opposite direction to the first. This second 
current throws back the tongue of the relay, and the ink- 
writer ceases to mark. The current produced is the equi- 
valent of the power employed to work the armature ; 
considerable force must therefore be exerted to send a 
current suitable for a long circuit. Other magneto-electric 
arrangements are used to send + and — signals for the 
single needle receiver. The induced currents are of very 
short duration ; and hence, although the e. m. f. which pro- 
duces them may easily be made much greater than that of 
the batteries usually employed to signal, yet the actual 
quantity of electricity transmitted for each signal is generally 
much less than is sent by a battery. 

On a long line the received current is longer in duration 
than the sent current, and proportionately feebler. On a 
short line the received current and that sent are both so 
short, that even when strong they may fail to move an 
armature which would work fireely with a feebler current 
prolonged for a longer time. The e. m. f. produced by the 
magneto-electric arrangement is so great near the sending 
station, that the leakage is much greater in proportion to 
the whole quantity of electricity sent than when a battery is 
used. This would not be the case if the resistance of the 
faults where electricity escapes followed Ohm's law, but the 
resistance of faults seldom follows Ohm's law. More es- 
pecially surface conduction, which is the chief cause of leak- 
age on land lines, allows much more than double the current 
to pass when the e. m. f. is doubled. On undei ground or 
submarine lin.es the high potential produced for a short 
time by the magneto-electric sender tends to send minute 
sparks through the insulating material, and so to cause faults. 
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Magneto-electric senders, owing to the above causes, are 
not much used on long or important lines. 

§ 12. The simple Morse or + and — key can be worked 
at the rate of from twenty-five to thirt)'-five words per minute 
by a skilled operator. Receiving instruments can, however, 
record even more than loo words per minute (of five letters 
each). Automatic transmitters have therefore been adopted 
in which the messages are prepared by several operators, 
being represented by punched paper or metal types, and 
these types or paper strips passing through the transmitter 
determine the required succession of currents. Sir Charles 
Wheatstone's automatic transmitter is the most successful 
yet used. In this instrument the messages are represented 
by three rows of holes in a strip of paper. For + and — 
signals a hole on the right-hand side represents a + signal or 
dot, a hole on the left-hand side a — signal or dash. Uni- 
formly spaced central holes serve to move the paper on at a 
constant speed. The right and left-hand holes determine the 
contacts made and signals sent very much as the cards in a 
Jacquard loom determine the pattern in woven stuff. The 
contacts are determined by the position of two little plungers, 
which are either kept down by the unpunched paper or come 
up through the holes. AVhenever a plunger rises through a hole 
a current is sent into the line ; a -f- current when the hole 
is on the right side ; a — current when the hole is on the 
left side. The contacts are pressure contacts, with a slight 
slip at the moment of making contact, which are superior to 
any contact in which the surfaces merely slide one on the 
other. By a somewhat more complex arrangement of 
similar character, the long and short Morse signals are 
sent. A full description of this instrument is given in the 
Fifth Edition of Mr. R. S. Culley's Hand-book of Prac- 
tical Telegraphy. 
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Class II. 

§ 13. The elementary signals used in those telegraphic 
systems which show or print letters are produced, as in 
Class I., by the alternate transmission or interruption of 
currents, sometimes all of ©ne sign, and sometimes both 
positive and negative ; but these transmissions and interrup- 
tions are not themselves the subject of direct observation or 
record : they are used to work the escapement of clockwork 
in what may be termed * step, by step ' instruments, or to 
connect synchronous actions in the sending and receiving in- 
struments, which are driven with similar motions at the two 
ends of the line. 

The * step by step ' instruments sometimes print the 
messages, but more frequently show the required letters in 
succession on a dial. The synchronous instruments all 
print the letters, but they effect this by various distinct, in- 
ventions, the more striking of which are Hughes's, Caselli's, 
and Bonelli's. 

All ' step by step ' instruments are very much alike. A 
ratchet wheel on an axis bearing the pointer is worked by a 
propelment which, as each current passes, turns the ratchet 
through a segment of a circle corresponding to one tooth or 
half a tooth of the ratchet. Fig. 156 shows a form now made 
by Messrs. Siemens Brothers, and very similar to that first 
introduced by Sir Charles Wheatstone : n s are two poles of 
a polarized electro-magnet, similar to that used in their relay 
(§10 above). The soft iron tongue t works between these, 
pivoted at /, being attracted to s by one current, and to n by 
the reverse current. The tongue t carries at its other extremity 
one end of the axis of the ratchet wheel d, having thirteen 
teeth ; the other end of the axis is on a fixed bearing, and 
carries the pointer. The play of t is limited by two stops, 
^, (^i, and the rotation of the ratchet is determined by 
two stops/, /i, and four springs, ^, ^i, h^, //g, two of which, // 
and ^1, have a catch at their end, adapted to hold the 
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ratchet. The tongue t is shown drawn towards n ; the ratchet 
is locked by the spring h^ so that it cannot turn to the right 
neither can it turn to the left, because it is locked by the stop 
/. The position of the pointer is therefore perfectly definite. 

Fig. Z56. 




The next current received will attract t to J ; the spring h 
will turn the ratchet -^^ of a revolution, and it will tiien be 
locked by the spring ^1 and the stop/i; the following current 
will turn the ratchet an equal distance by moving it towards 
«, and thus each alternate current will carry the pointer 
forward by -g^th of a revolution over the dial, on which there 
are twenty-five letters and one blank. 

These thirteen positive and thirteen negative currents will 
cause the index to make one complete revolution. Let us 
assume that the index is at the letter a, then one current will 
move the index to the letter b, three currents more will move 
it to E, and seven currents will send it to l ; by sending the 
right number of currents and then pausing for an instant, the 
index will be made to travel from letter to letter, and to pause 
at each letter required to be read. The index may be driven 
\>y clockwork and the teeth of an escapement wheel liberated 



c:iiAP. XXII.] Telegraphic Apparatus. 319 

by the currents, or the escapement wheel may, as in the 
above example, be replaced by a propelment wheel, such that 
each motion of the armature causes it to move on one tooth. 
The latter is the plan now most in use. 

The right number of currents is sent by means of a dial 
at the sending station, and an index with a handle which 
can be turned from letter to letter; the letters on the send- 
ing dial correspond in number and arrangement to those on 
the receiving dial. The handle always moves in one direction 
and sends one current (positive and negative alternately) as it 
passes each letter. When the index of the receiving instrument 
and the handle of the sending instrument have once been set 
opposite the same letter, the sending operator has merely to 
turn his handle at a moderate speed to each letter in succes- 
sion which he wishes to send, and by so doing he will send 
just the number of currents required to bring the receiving 
index step by step to the same letter. Should any current 
or currents fail to move the receiving index, the sender and 
receiver, finding that the signals are not imderstood, put 
their instruments to one letter or mark (sending no currents) 
by a mechanical arrangement contrived for the purpose, and 
recommence the message from the point at which it 
became unintelligible. The currents sent by the handle as 
it is turned round may come from a battery, or, as is more 
commonly the case, from a magneto-electric arrangement. 
Fig. 157 shows' the magneto transmitter used by Messrs. 
Siemens. 

The handle h is fastened to the spindle a carrying the 
toothed wheel l, which latter gears into the pinion t of the 
cylindrical armature or keeper E. This armature e is mount- 
ed vertically upon pivots between the poles of a series of 
permanent magnets g G G. One revolution of the wheel l, 
or of the handle h fixed thereto, causes the pinion of the arma- 
ture E to revolve thirteen times, as the teeth of the former 
are in the proportion of thirteen to one of the latter. As one 
full turn of the armature produces two currents of opposite 
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a coil of insulated wire forming part of the 
cylindrical armature e, twenty-six currents, alternately posi- 
tive and negative, are generated during one revolution of 
the handle ; the dial is divided, as above stated, into 
twenty-six parts, viz. twenty-five letters of the alphabet (I 
and J being taken as one) and one blank. 




Sir Charles Wheatstone's magneto-electric letter-showing 
dial step-by step mstrument is perhaps the best yet intro- 
duced. 

When a radial arm is employed to dnve the annatures 
of magneto electric induction coils, the induced currents 
are generally very unequal m strength, because the operator 
naturally begins and ends the motion romparitively slowly. 
Sir Charles 'Wheatstone, therefore drnei the magneto- 
electric irniature'! continuously, and regulates the number of 
currents admitted into the Ime by a series of stops, corre- 
sponding to thirty letters and symbols arranged round a dial. 
The propelment in the receiving instrument is admirably 
light and accurate, and its workmanship very perfect. These 
little instruments are chiefly used for short private lines, but 
hsive been employed on circuits of more than loo miles in 
length. 
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§ 14. The * step by step ' printing instrument is made on a 
plan differing little from that of the letter- showing instru- 
ment. The pqinter is replaced by a ring on which the types 
of the required letters and symbols are placed ; this ring is 
turned by the propelment or by an escapement and clockwork, 
so that each required letter is brought in turn opposite the 
paper on which the symbol is to be impressed ; the paper is 
then struck against the letter on the ring by some "special 
device differing in different instruments. In one the mere 
pause of the dial suffices to allow the striking or printing 
hammer to act In another positive currents alone are used to 
work the escapement, and a negative current, sent when the 
desired letter is reached, determines the impression by the 
stroke of a hammer. In a third a second line wire is used 
to give the blow which prints the letter. The paper then 
moves on one step. These instruments have not come 
largely into use. It will be observed that the number of 
alternating currents required for each letter in the * step by 
step ' instruments greatly exceeds the number required by in- 
struments of Class I. 

§ 15. The Hughes printing instrument is the typical 
synchronous printer. , The principle on which it is based may 
be stated as follows : — Two type- wheels, having letters on their 
periphery, one at the sending and one at the receiving sta- 
tion, revolve with equal velocity, and are moreover so placed 
that the same letter in each wheel passes corresponding fidu- 
cial marks at the same time. The fiducial mark in the receiv- 
ing instrument is opposite a little roller, carrying a strip 
of paper which is struck against the edge of the rotating 
wheel by the release of the armature of an electro-magnet 
whenever a current is received ; a letter is printed by 
the blow without stopping or sensibly retarding the wheel ; 
the paper is then pulled on a step by clockwork, the arma- 
ture replaced on the electro-magnet, and all is in readiness 
for the next letter. The letter which is printed 
depends on the letter of the wheel which happens to be 

Y 
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opposite the roller and paper at the moment when tlie 
current arrives. A series of keys like the keys of a piano- 
forte, and each lettered to correspond with the letters of tlie 
alphabet, are so arranged relatively to the sending wheel that 
the depression of the key a causes a single current to be 
sent when a is opposite the fiducial mark at the sending 
station ; the current occupies no sensible time in reaching 
the other station, and strikes up the paper when the a on 
the receiving wheel is at the fiducial mark. The letter a is 
therefore printed ; if the operator next touches, the key n, 
the sending wheel causes a current to pass when n is opposite 
the fiducial mark ; at the same instant n is opposite the 
paper and roller at the receiving station, and the letter n is 
accordingly printed. This action can be repeated inde- 
finitely with any series of letters so long as the two wheels 
keep perfect time. Each wheel is driven by clockwork, 
and regulated so as to keep very nearly perfect time, by a 
spring pendulum, which vibrates with extreme rapidity, and 
regulates a firictional governor connected with each wheel ; 
any trifling deviation from perfect synchronism is corrected 
by every current sent. The act of printing slightly accele- 
rates the receiving wheel if it is behind time, and slighdy 
retards it if it is too fast. This is done by a little wedge 
which, whenever a letter is printed, is forced between the 
teeth of a star wheel fixed to the type wheel. This wheel 
is not rigidly connected with the axis on which it is centred 
but is maintained in its posirion by friction. This position 
can therefore be corrected without sensibly affecting the 
speed of the clockwork. This instrument is the best of the 
printing instruments hitherto introduced : it has the great 
advantage that only one current is required for each 
letter. 

§ 16. Bakeweirs and Caselli*s copying telegraph appara- 
tus requires synchronous motion at the two ends of the line. 
The principle on which their instruments are constructed 
may be explained as follows. 
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The message is plainly written in common ink on a sheet 
of paper, a, covered with thin tin foil, Fig. 158. A corre- 
sponding sheet of paper, b, is chemically prepared, so that 
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when a current passes through it from a pointer r to earth, a 
mark is made similar to that used in Bain's instrument. ITie 
pointers s and r are drawn across the papers a and b in a 
succession of parallel equidistant lines with a perfectly syn- 
chronous motio n. A battery is connected with the tinned 
paper, the line l, and the earth, as shown in the sketch. 
When the pointer s touches the tin, the battery is short- 
circuited through the tin; no sensible current reaches b, 
and R leaves no mark ; but when s crosses the ink on a the 
current from c z flows through l, and so long as s remains 
insulated from a by the ink a line is drawn by the point r. 

It is easy to perceive that the result must be 
as accurate a copy of the original writing as 
can be produced by a series of fine lines inter- 
rupted in the proper places, as in Fig. 159. 

The synchronism required is in Caselli's 
instrument obtained by a pendulum at each re- 
ceiving station; one beat of the pendulum corresponds to each 
line drawn across the paper ; the one pendulum controls the 
other by a current which it transmits from the sending 
station through a special circuit temporarily connected with 
the line. 

§ 17. By various difierential arrangements messages can 
be sent simultaneously in both directions through one line. 
The currents sent from the two stations do not really travel 
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simultaneously in opposite directions through the* line, but 
the effect of the signals on each receiving instrument is 
precisely the same as'th.ugh the line were being worked in 
only one direction. 

Let the connections be arranged as in Fig. i6o. r and r 
represent two relays, each wound with two coils capable of 
producing equal magnetizatioix in the core if equal currents . 
are passed through both coils. If equal currents pass in 
opposite directions through the two coils, the coil will neither 
be magnetized nor demagnetized, m and m are two Morse 
keys, so made that the line must always be in contact with 
the earth or the battery, or (for a very short time, as the key 
moves) with both. When the handle at m is untouched, 
there is unbroken connection from the line round the inner 
coil of the relay to earth through the contact o and the wire 
V. There is a second connection between the line and the 
earth from the point N, through the outer coil of the relay, 
and through the resistance coils w. The condenser d is 
connected, as shown, with this branch. 

When the handle m is depressed, contact is made at p, 





which for an instant short-circuits the battery c z through 
the wires Vi and v, and immediately afterwards contact is 
broken at o, so that the battery c z is connected with w and 
thence with two circuits, one through the line to the distant 
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station and one through the outer branch of the relay to 
earth at the Home station through w. 

The resistance of w is made equal to that of the line l, 
added to that part of the circuit by which l is connected with 
earth at the distant station ; the capacity of d is so chosen 
that w and d may represent an artificial line in all. respects 
equivalent to the real line. 

Thus there may be nine arrangements of the positions of 
the keys m and m, 

1. Let M be depressed and m untouched. The battery 
c z sends a current round both coils of r, which does not 
work, as the currents flow in opposite directions; it also sends 
a current through the line l, and thence round the inner 
coil of r and to earth through o\ the relay r works and 
gives a signal 

2. Let M be depressed and m also depressed. The 
currents which each battery would send through the line 
neutralise one another, but each battery sends a current 
through the outer coil of its own relay ; both relays work, 
and signals are -received at both stations. The current sent 
through the outer coil of each relay is equal to that which 
the battery would send through the line and inner coil of 
the distant relay. 

3. Let tn be depressed and m untouched. This case is 
similar to the first case; a signal is indicated by the 
relay r. 

4. Let neither key be depressed, both batteries are cut 
off the line and no signal is indicated by either relay. 

5. Let both M and m be in the intermediate position, 
contact made at p and p but not broken at o or 0, No 
signal will be given at either station. 

6 and 7. Let the key at m or »i be in the intermediate 
position and the other key not depressed ; no signal will 
be indicated at either station. 

8. Let the key at m be in the intermediate position when 
m is depressed, tlie current produced ^y c z will be im.- 
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altered, and the signal will be received through the inner 
coil of R. 

9. If the key 2Xm is in the intermediate position, and m 
depressed, a signal will be received by the inner coil of r. 

In every arrangement of the keys m and »i, the effect pro- 
duced on the relays is such that when m is depressed R 
receives a signal, when m is depressed r receives a signal 

This arrangement is a modification of that introduced by 
Messrs. Siemens and Frischen, and is due to an American, 
Mr. Steam. 

Mr. Steam finds it advantageous to introduce two resist- 
ance coils, v and Vj ; v is made equal to Vi,-fthe battery 
resistance; and Vj is chosen sufficiently large to prevent 
the polarization of the battery when momentarily short- 
circuited through V and Vj. 

By short-circuiting the battery, Mr. Steam is able to avoid 
insulating the point N when the key m is in its intemniediate 
position. If N were insulated, the received current would 
pass round both coils of the relay and would pass to earth 
through the resistance w. At first sight this latter arrangement 
(which was that used by Messrs. Siemens and Frischen) 
seems perfect, for we have the current diminished to one- 
half by a doubled resistance and at the same time acting 
with double force per unit of current on the relay. This 
reasoning does not take into account the inductive retarda- 
tion (Chap. XXIII.) produced by artificially lengthening the 
line. Mr. Steam, in all positions of the key, signals through 
a line of constant length and capacity. 

BELLS. 

§ 18. Bells may be classed as a distinct kind of tele- 
graphic apparatus. Besides the bells which have already 
been described, in which each signal sent causes the hammer 
to strike one blow, there are two kinds of electric bells : — 
Firsts those in which the hammer is driven by a weight and 
clockwork ; the clockwoiktemains at rest so long as a certain 
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detent or trigger restrains it, but runs down, striking the 
while, so long as the detent is held back by the armature of ah 
electro-magnet actuated by the received current. While the 
current is maintained, the weight runs down and the bell 
continues to ring. Secondly^ those in which the hammer is 
attached to the armature of the electro-magnet, and is fur- 
nished with contact pieces (as in Ruhmkofif*s coil), such that 
when the armature is attracted to strike a blow, the contact 
is broken, and the current ceasing, the armature returns to 
its original place, makes contact again, and is again impelled 
to strike a blow. This action is repeated so long as a cur- 
rent is sent from the sending-station. The second form of 
bell, sometimes called a trembler^ is the more convenient, and 
is used for household and hotel purposes. 

Electric bells may with especial propriety be introduced 
into, hospitals, and may be employed even in private houses 
by invalids. The eftbrt required to ring the electric bell is 
that of making contact at one part of the circuit. This can 
be done by the smallest pressure on the little button of a 
handle or little box, which, can be held in the hand in bed, 
and attached by flexible wires to the wall. This arrange- 
ment allows the patient to assume any posture without 
losing command of the bell. Electric bells are also used 
for railway signalling, and in all telegraph stations to call the 
attention of the clerks. 



CHAPTER XXIII. 

SPEED OF SIGNALLING. 



§ 1. Electricity cannot properly be said to have a velocity. 
It is true that when a circuit is completed at any one point, 
electrical effects are not produced at other points of the 
circuit until a sensible time has elapsed ; so that, for instance, 
^vhen a signal is senc through the AtteirvUc ea.\Aa^\\. ^<:>^^ ^<^^- 
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produce any effect in Newfoundland simultaneously with the 
depression of the key in Ireland. The distance divided by 
the time occupied in the transmission of the signal may be 
called the velocity with which that particular signal was 
transmitted ; it might even be termed the velocity with 
which a certain quantity of electricity traversed the cable, 
but it is not the velocity proper to or peculiar to electricity, 
for under different circumstances the same quantit]^- Af elec- 
tricity may be made to traverse the same distance "with 
almost infinitely different velocities. 

For about two-tenths of a second after contact is made in 
England, no effect can be detected in Newfoundland even 
by the most delicate instrument : after '4" the received current 
is about 7 per cent, of the maximum permanent current 
which will ultimately flow equally through all parts of the 
circuit. The current will gradually increase until, i" after 
the first contact was made, the current will have reached 
about half its final strength, and after about 3" it will 
have attained nearly its maximum strength ; during the 
whole time the maximum current is flowing into the cable at 
the sending end. The velocity with which the current 
travels even in this one case has therefore no definite mean- 
ing ; the current does not arrive all at once like a bullet, but 
grows gradually from a minimum to a maximum. The 
time required for any given similar electrical operation on 
various lines is directly proportional to the capacity of the 
unit of length of the conductor, to the resistance per unit ' 
of length, and to the square of the length intervening between 
the sending and receiving station. Fig. 161 shows the curve 
representing the law of increase of the received currents, 
which is the same on all lines. The vertical ordinates parallel 
to o Y represent strengths of current, the maximum or per- 
manent current flowing through the circuit after equilibrium 
has been reached being called 100. 

The horizontal ordinates parallel to o x represent intervals 
of time, measured frora the time at which contact was first 
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made, and expressed in terms of an arbitrary unit, n, different 

for different circuits, but constant for any Mie circuit For a 

, uniform line of the leogth /, the resistance per unit of length 




R and the capacity per unit of length s, the value of (i is 
given in seconds by the expression 

a = "-",'" log. (.0*) = -02332 S k /■ t-. 

In this expression absolute measure (gramme mfetre second) 
is used. When s, is measured in microfarads per knot, R[ in 
ohms per knot, and l\ in knots, the above expression becomes 

a = -02332 H| R, /,' -H IO» . . . . 2°. 

For the French Atlantic Cable we have s, = □■43 
"i = *'93 3nd h = 2584; and hence for a the value '196 
second. 

In terms of n the arrival curves for the received current of 
all lines are identical, and the same curve shows the law 



according to which the current at the receiving end dies 
away when at the sending end the line has been put to 
earth. A succession of contacts with a battery and with 
earth at the sending end prolonged each for times equal ' 
to about 25 a would proditce ihe s«\es cil (iia.Ti%^^'~^'fe-'e- 



received current shown 
plete arrival curve. 
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Fig. i6a, each curve beingacom- 




The annexed table shows the value of the vertical ordi- 
nates coirespondingto successive multiples of «, the iqaxiiDuni 

current being lOO. 
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When the hne is put to earth at the sending end before 
the maximum current is reached, the falling curve is super- 
imposed on the ascending one, and a derived curve is pro- 
duced as shown in Fig. 162 a, which gives the effect of mak- 
ing contact for 5 a and then putting the line to earth. At 
the time 6 a from the beginning of the operations the 
strength of current will be 50*55770 — '01639 = 50*54131; 
and at the end of 7 q it will be 60*41164 — 2*46081 = 
57*95083 ; and in this manner the whole of the derived curve 
can be traced. If now the line be put in contact with the 
battery again at the end of 7 a, the third curve can be 
derived by again superimposing the original curve on the 
first derived curve ; so that at the end of 8 a the strength 
would be 68*42832 — 11*98582 -h '01639420; and in this 
manner the effect of any number of operations can be com- 
puted. 

§ 2. It follows from the above, that the result of a series 
of short equal contacts alternately with earth and a battery at 
the sending end will produce a small series of rises and falls 
in the strength of the current, which grow smaller and 
smaller as the length of the contacts diminishes : the mean 
strength of the current will be half the permanent maximum 
produced by a permanent current ; and when the alternate 
contacts are made short compared with o, no sensible 
variation can be detected in the current which flows from the 
cable at the receiving end. As the contacts are lengthened, 
the amplitude of variation increases. The following table 
gives some amplitudes due to a succession of simple dots or 
equal contacts with the earth and with a battery. 

Length of pair of contacts ) . 
in terms of o. . . . J ^ 

Amplitude of variation of ^ 
current in percentages r 2*69 
of maximum } 

The theory of the speed of signalling was first given by 
Sir William Thomson, read before the R. S. May 24, 1855, 
published in the Proceedings, and reprinted in the PhiU Ma.<5,.^ 
February iZ$6. 
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§ 3. Signals sent through land-lines last so long relatively 
to the exceedingly short value of a for such lines, that in all 
ordinary cases the current rises almost to its maximum, and 
falls to zero at each dot The capacity in electrostatic 
measure of wire of diameter d suspended at a height k above 
a flat plane, and remote from all other conductors, is 

^ / 

2 log. X_ 

Taking >^=3 metres and ^=0*004 mbtre, we have s = 0*062, 

or in absolute electro-magnetic measure s = . ^ ^ — ?_£__. 

^ (28-8 X io»)2 

or about '013 microfarad per statute mile. There is ex- 
perimental reason to believe that the actual capacity is 
about double this amount, or even a little more, owing to the 
induction between the wire and the posts and insulating 
supports. Even taking s as '03 microfarad, and the resist- 
ance of a mile of '004 mm. wire as 15 ohms, we have for 
a line 350 miles long 

a = '00126 second. 

This value is so small that even with 20 a for each con- 
tact and 40 a for each dot, the dot would only occupy 
•05'', or 20 dots could be made in a second ; and for every 
dot the current would rise almost to its maximum and fall 
almost to its minimum. The above speed would give about 
80 words per minute as a speed at which the effect of what 
is called retardation would be insensible in diminishing the 
rise and fall of the received current. 

Instruments intended for use upon land-lines are therefore 
invariably constructed on the hypothesis that the received 
current will at each signal rise and fall through a consider- 
able percentage of its maximum strength. The spring 
attached to the armature of the electro-magnet is adjusted 
^o that at some one strength of received current the 
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armature will rise, and at another strength differing little 
from the former it will fall : in order to work such an 
instrument safely, the received current must rise much above 
the first and fall far below the second strength, and this is 
the case even when 100 words per minute are sent by 
Professor Wheatstone's automatic sender from London to 
Edinburgh. 

§ 4, On submarine lines any such condition as a great 
and regular rise and fall in the received current limits 
the speed of transmission very seriously : 40 a for the 
French Atlantic cable corresponds to nearly 8 seconds, 
and two minutes would be required for the transmission 
of each word, if this interval of time were required for each 
dot; whereas from 15 to 17 words have actually been sent 
through this cable in a minute. The duration of a dot at the 
speed of 15 words per minute must have been about '27 
second, or about 1*38 a. Many of the dots can have pro- 
duced no more variation in the received current than is 
equivalent to TuVff^h of the permanent current ; the theory of 
superimposed signals shows us that the exact effect of any one 
positive or negative dot depends on the 20 or 30 preceding 
signals, so that even very regular sending produces irregular 
results at the receiving end. Signals such as these cannot 
be received by any arrangement of armatures or other 
apparatus which moves at a fixed strength of current, but re- 
quire some arrangement which shall be capable of following 
and indicating or recording every change in strength of 
the received current. Sir William Thomson, by his inven- 
tion of the mirror galvanometer so constructed that it 
could fulfil this condition, rendered submarine telegraphy 
commercially practicable. The spot of light wanders over 
the scale, following every change of current, and the clerks by 
degrees acquire sufficient skill to interpret the seemingly 
irregular motions. One dot will cause the light almost to 
cross the scale, the second moves it a little farther, the third 
or fourth hardly cause a perceptible motion, but the clerk 
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by experience knows that the four very different effects each 
indicate a simple dot, each sent by the clerk at the other end 
in a precisely similar manner. 

5 b. Sir William Thomson's syphon recorder actually draws 
on paper the curves which we have leamt to construct theo- 
retically. Ink is spurted from a fine glass tube on to paper 




drawn past it with a uniform motion : the glass point of this 
tube moves to the right or left through distances proportional 
at each instant to the strength of the current, and thus the 
signals are drawn on the paper in the form of curves repre- 
senting the strength of tht current at each instant of time. 
The glass tube n (F^. 163) is pulled backwards and forwards 
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by being connected through the threads k fi and lever / with 
a very light movable coil b b^ placed between the two poles 
of a very powerful electro-magnet, not shown. 

A soft iron fixed core a is placed in the centre of the 
coil. The coil oscillates about a vertical axis, being directed 
by a bifilar arrangement //j. The received current passes 
through this coil from the terminals / /j : the vertical arms 
of the coil are impelled across the magnetic field in one 
direction or the other according to the sign and strength of 
the received current. The magnetic field in this arrange- 
ment is very intense and very uniform, which gives great 
sensibility to the apparatus. The glass syphon n is strung 
on the wire / /j, the shorter end dips in the ink-trough ;;/, and 
the longer end is opposite the paper o', the syphon can be 
withdrawn from the ink by the slide p ; the spring g keeps 
the threads k h taut ; the directing force of the bifilar ar- 
rangement is adjusted by varying the position of the bracket 
r ; the two weights w w^ hang from the coil by the two 
directing threads. 

If the coil is shunted so that there is a comparatively short 
circuit through which the current induced by its motion can 
flow, the electro-magnetic induction of the magnet on the 
coil tends to check rapid oscillations not due to the signals. 

Fig. 164. 




^^ 



A certain portion of the received current is lost through the 
shunt, which is, however, rarely required, for the capacity of 
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the cables connected with the coil is such 
sensible induction takes place even without th 

The ink is electri6e<l by an iniJuction mach 
principle to that described in Chipter XIX 
thus made to fly to the oppositely electrified ; 
in a succession of line drops. 

§ 6. If it were necessary to allow the recor 
travel over the whole possible range of the rec' 
it is clear that practically dots of only xi^vKj 
mum strength would correspond to ygVo '^^ ' 
the paper, and could not be made legible wi 
cable breadth of paper. They are legible 
galvanometer because the light can range ove 
some feet, but J inch is a broad paper strii 
cording instrument, Mr. Varley's mode of 
condensers supplies the means of keeping th 
mirror galvanometer always at one part of the 
glass tube end of the recorder within a very r 
paper. 

The line L, Fig. 164, is attached to the insula 



N and « of two large condensers ; the second 
the sending end is connected to a key k, by 1 
will be connected with the battery c z or wi 
armature m is permanently connected through 
instrument b with earth. 

When by the key k, u is connected with the 
N is rendered negative by induction ; a currt 
S to n; n becomes positive and m negative 
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and to charge m negatively, a short current flows from m to 
E through R, making the desired signal in one direction ; 
the current sent through r begins suddenly, is very small, 
and would gradually die out, even if m were not put to 
earth: the fall in the current is, however, accelerated by 
raising the key and putting m to earth. A negative signal 
is given by connecting m with the zinc instead of the 
copper pole of the battery. 

With this arrangement no electricity flows into or out of 
the cable but by induction: the charge in the cable is re- 
arranged at each signal. The current received through the 
instrument r never increases beyond that due to the first 
signal. 

Fig. 165 shows the alphabet, and Fig. 166 shows a 
message sent with condensers and received by the recorder. 

Fig. 166. 

y e ^ TV a a t ap p i 7t ^ 

Mr. Varle/s system has the additional advantage that no 
permanent earth currents can flow through the line, for the 
line is not connected anywhere with earth. A sudden change 
of potential in the earth at either end will induce a current, 
but sudden changes are much rarer than slow changes, and 
the latter, however great, are quite cut off" by the condensers. 

§ 7. The time of every electrical operation is proportional 
to a, or to s R /^; and consequently, whatever instrument is 
employed to record or receive the messages, the speed of 
working must with that instrument be inversely proportional 
to s R /^, and with any cables of uniform construction the 
speed must be inversely proportional to the square of the 
length. 

The speed will, however, differ enormously, according to 
the nature of the electrical operation required for working 

z 
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the instrument. Thus the Morse instrument probably requires 
that the dots should occupy a time of from 15 to 20 a, and is 
therefore about 14 times slower than the mirror galvanometer, 
which will show dots of i or i'2 a. The speed of the 
syphon recorder is nearly equal to that of the mirror. 

The speed depends on the weight per knot w of the copper 
and on the weight per knot w of the gutta percha employed, 
and may be calculated from the following formula, where l 
is the length of the cable in knots. 

Speed by mirror in words per minute — 

^ log (70*4 w 4- 480 w) — log 64 w - 

^ 0*2325 a/— s_ii — z ^^ — L ^ — z — X 10^ 

If Mr. Willoughby Smith's material is used instead of gutta 
percha, the multiplier '275 may be used instead of 02325 ; 
and for Hooper's material, if the specific gravity is such that 

its weight per knot is lbs., and its specific induc- 

400 

live capacity 3*3, the above formula becomes 

•295 ut log (70-4 ^ + 400 w) - log 64 w ^ ^^6 

The speeds given correspond to 13 words per minute 
through the French Atlantic Cable. As many as 1 7 have 
occasionally been sent. For Morse instruments the above 
speeds must be divided by 14. 

It will be observed that when a constant ratio is main- 
tained between the weights per knot of dielectric and con- 
ductor, the speeds of working are directly proportional to 
the quantities of material used. 



CHAPTER XXIV. 

TELEGRAPHIC LINES. 



§ 1. A TELEGRAPHIC line is an insulated wire reaching from 
station to station. On land an iron wire is generally used 
supported on stoneware, porcelain, glass, or vulcanite insula- 
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tors carried by wooden or iron posts. Sometimes underground 
wires are used, and these are generally made of copper insu- 
lated with gutta percha or india rubber, and protected by 
tape, leaden or iron tubes, wooden troughs filled with 
bitumen, or an iron wire ser\ing. Submarine lines invaria- 
bly have a copper conductor insulated with gutta percha or 
some preparation of india rubber, forming what is called a 
core. This core is served with hemp or jute, and covered 
helically with iron or steel wires, which are further covered 
in many cases with hemp and tar, or a bituminous compound. 
It is desirable that the conductor of a telegraphic line should 
have a small resistance, and that it should be well insulated. 
The smaller the resistance of the line, the smaller the 
battery required to work it, and with a given insulation the 
smaller the leakage. On submarine lines the speed attain- 
able is increased by diminishing the resistance of the con- 
ductor. Bad insulation or great leakage involves the use of 
large batteries, frequent adjustment of the receiving instru- 
ments to suit variations in the received currents, resulting 
from variation in the resistance ; bad insulation also involves 
greatly increased difficulty in ascertaining by electrical tests 
the position of any injury occurring to the line. The follow- 
ing paragraphs relate chiefly to the modes practically adopted 
for securing moderate resistance and high insulation : 

§ 2. The iron we used in land lines is in this coimtry 
generally No. 8, B.W.G. \ inch diameter. 

The following table (p. 340) gives some of the other sizes 
adopted. The weights per statute mile J are taken from 
Mr. Clark's tables. There are considerable differences in 
the weights given by different liuthors, and I am not aware 
that any one set of tables are authoritative. 

Mr. CuUey gives No. 8 wire as 0*17 inches diameter; its 
resistance 13*5 ohms, and that of No. 4 as 7*8 ohms. There 
is great difference in different specimens. The strength of 
good iron wire varies from 20 tons per square inch for large 
gauges such as No. i to 40 tons per square inch for No. 8 

Z 2 
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and smaller sizes. Mr. CuUey gives 1,300 lbs. for No, 8, an 
this corresponds by the above table to 36-7 tons per squai 
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inch. The iron wire should be galvanized, and should t 
capable of being bent round itself and unbent withoi 
injury. It should also stand bending four times, iirst one wa 
and then the other, to a right angle, being held in a viC' 
The wire is stretched z per cent cold before being usei 
This process is called killing, and not only detects wea 
places, but makes the wire less springy and more manageabl 
It should be painted or varnished in smoky places. 

From 25 to 20 poles per mile may be used on straigl 
lines, but 16 poles per mile are sometimes used if no moi 
than four wires are required. On sharp curves as many as ■) 
poles per mile may be required. The fewer the poles the betti 
the insulation. For 10 wires or less the diameter of woode 
poles may be 5 inches at the top ; for a larger number 1 
wires 6 inches. Creosoted larch is the best material ; an 
the batls should be charred and baked to prevent deca' 
and tarred if well-seasoned. The pole above ground shoul 
be painted. 

The distance between the wires should not be less tha 
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12 inches vertically, and 16 inches horizontally, with 20 
poles per mile. 

§ 3. No line can be perfectly insulated. On land lines 
no leakage occurs from the wire to the air, but at every pole 
there must with the best construction be some leakage, 
or, in other words, at every pole there is a connection with 
the earth. The resistance of this connection is very great 
when the wire is well insulated, and small when there is 
bad insulation. 

The wire is always separated from the wooden pole by an 
insulator^ and the insulation of the wire depends on the de- 
sigUj material, and condition of these insulators. Glass of 
certain kinds offers the greatest resistance to conduction 
through its substance of any known material, but it does not 
answer well for telegraphic insulation, because surface con- 
duction plays by far the greatest part in the leakage from a 
line, and glass is highly hygroscopic, i.e. it will be found 
covered with a moist -film in most states of the weather. 
Ebonite (hard vulcanized india-rubber) has a high insulation 
resistance and does not readily become damp, but rain wets 
it easily, and therefore when employed for insulators it is 
generally covered with a cap of some other material : it soon 
becomes dirty and spongy on the surface. 

Porcelain of certain qualities insulates well ; it is not 
nearly so hygroscopic as glass, and rain runs readily from its 
highly glazed surface. The glaze insulates still better than 
the substance of the porcelain, but in some specimens is 
liable to crack with old age, when its value is lost. 

Brown stoneware is an excellent and cheap material for 
insulators : its glaze does not crack, but its substance has not 
so great a specific resistance as highly vitrified porcelain. 
The point of chief importance in all insulators being the 
condition of the surface, porcelain and stoneware are the 
favourite materials ; they keep clean, do not change with 
age if well selected, and do not harbour insects. 

The form most used approaches that of a bell, c^^^ 
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several bells one inside another. In Fig. 167 No, i shows 
Latimer Clark's double-bell insulator ; No. 2 Varley's insu- 
lator, made in two pieces ; No. 3 the French cup insulator, 
a very rudimentary design; and No. 4 Siemens' insulator, pro- 
tected and supported by an iron cap. 




The objects aimed at in each design are the following : — 

1. To make any conducting film which may be deposited 

on the surface of the insulator between the wire and the 

pole as long as possible, because, other things being equal. 
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its resistance increases directly as its length. This object 
is attained by the series of bells, for the electricity has to 
run down outside and up inside each, in succession, before 
getting from the wire to the pole. 

2. To make the cross section of the conducting film as 
small as possible. With this object the insulator is kept as 
small in diameter as is consistent with other conditions of 
excellence. 

The thickness of the deposited conducting film depends 
on external conditions, but the larger the diameter of our 
bells the larger will be the cross section of the film, i.e. the 
ring of moisture which we should find outside and inside 
each ring of insulating material if it were sawn across hori- 
zontally. 

3. To expose one portion of the insulator to the rain, so 
that it may be cleansed by rain from dust, salt, smoke, 
spiders* webs, &c. 

4. To protect another portion of the insulator from rain, so 
that when the outside is wet the inside may still insulate. 
These two conditions are fulfilled by the forms i and 2. 

5. To prevent the failure of part of the insulator from 
destroying the insulation. With this object some good 
insulators are made in three parts, as shown in Fig. 2 — ^two 
distinct cups and a vulcanite covering to the iron supporting 

pin. . 

6. To prevent insects from settling in recesses. This 
object is difficult of attainment, and limits the depths of 
the recesses under the bells. 

7. To provide strength and protection against malicious 
injury. This leads to the adoption of metal caps as in Fig. 4. 

§ 4. Besides leakage from the wires to the earth, wires 
on poles are subject to the defect of more or less 
electrical connexion one with another, by the surface con- 
duction from one insulator to another. To prevent this 
very serious inconvenience a wire from the earth is led up 
the pole and across every portion of it by which electricity 
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could be conducted from one insulator to the other. A 
short circuit or line of no sensible resistance is thus pro- 
vided, so that all leakage finds its way at once to the earth ; 
simple loss weakening the transmitted currents causes much 




II 



Fig. z68. 
C 



x> 
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less inconvenience than cross connections by which the 
message on one wire finds its way partly into its neighbour. 
The earth wire is carried above the pole and forms a 
lightning conductor. 

§ 6. The insulation resistance of a line is measured by 
Fig. 169. measuring the resistance experienced at 
the end a when the end x is insulated, 
Fig. 168. 

The resistance thus measured is not the 
sum of the several insulation resistances 
BE,, c Eg, D E3, &c., but is the resistance 
due to the circuits abeJ,bce2 cde 
&c. arranged in multiple arc as in Fig. 
169. We can calculate this total resist- 
ance if we know the resistance of each 
elementary part. First find the resistance between the points 
D and e due to a double arc ; next add this resistance to that 
between d and c ; next compound the resistance so found 
with that due to the arc c e; this will give the resistance 
due to all the conductors between c and e ; add c b and 
proceed as before till the resistance due to all conductors 
between A and e is obtained. 

When the resistance m of each part of the line between 
two poles is constant, aivd \ive m^x^VaXxo^ x^^\sta.rvce /at 
^3ch pole is also conslaiit, we c^.xv ca^ex^a-X.^ ^^ ^\SI^x^tvsi<^ 
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t etween the current q^ sent into the line and that received 
at the further end q^ by the following formula. 

Let n be the number of poles, and let z = 27i83« '^ 7 

then Q,= ?-52^ 

z+1- I' 

z 

Mr. Varley considers no line well insulated for which the 

fraction — is greater than gQ^^Q . This fraction may also be 
t 

defined as the ratio of the resistance of the conductor per niile 

to the insulation resistance of each mile. Q„ will be 46 per 

cent, of Qo in a line of 400 miles with the above value of -r 

t 

§ 6. On submarine and underground circuits, the insula- 
tion depends wholly on the resistance to conduction across 
the sheath of the gutta percha or india rubber covering. 
Surface conduction can only occur at the two extremities of 
the line, and unless by gross 'neglect, or on very short lines, 
cannot be a sensible cause of leakage. 

Equation 1° is applicable to submarine lines, calling tn the 
resistance of the conductor per mile, / the insulation resist- 
ance of each mile, and n the length of the line in miles. 

The conductor is invariably a copper strand, and the 
resistance can be calculated for pure copper from the Table, 
§ 14, Chap. XVI. In practice from five to eight per cent extra 
resistance must be allowed for on account of impurities. 

The smallest conductor in practical use for sea lines 
weighs 73 lbs. per nautical mile of 2,029 yards ; the largest 
yet employed (French Atlantic) weighs 400 lbs. 

The large cores require nearly an equal weight of gutta 
percha as a covering, and the lighter conductors require a 
still larger proportion of insulator ; the 73 lbs. of copper 
is generally covered with 120 lbs. of gutta percha. Hooper's 
india rubber is sometimes used in smaller quantities than 
gutta percha. 

The electrical tests applied to ascetXam \Jcifc o^^sX^^ "^^^ 



346 



Electricity and Magnetism. [Chap. XXIV. 



condition of the materials employed in the case of submarine 
cables are — the me^urement of the resistance of the core ; 
the measurement of the resistance of the insulator to con- 
duction from the copper inside to water outside ; and the 
measurement of the capacity of the insulated conductor in 
microfarads. The methods of making these tests have been 
already described. 

The insulation resistance r of a length l of the insulating 
core measured in centimetres is given in terms of the resist- 
ance R, of one centimetre cube to conduction between its 
opposed faces by the following formula : 

D 



R = R, 



log 



D 



27r L 



'3665 R, log - 



D 



where - is the ratio of the external diameter of the insula- 
d 

tor to that of the enclosed conductor. From this equation we 

have the resistance r^ of one knot of insulating envelope : 



D 



Rib 



1*975 R. log;/ 



10^ 



R, is what was called in Chap. XV. the specific resistance of 
the material. 

The following table gives the value of r^ and r, for 
some important cables at 24® C. after i minute's electrifi- 
cation. 





D 
d 


R 
megoluus. 


• 

R* 

megohms. 


Malta Alexandria (first) . 
Persian Gulf, mean .... 
Second Atlantic, mean . 
French Atlantic, mean 
Hooper's Persian Gulf (india rubber), ) 
mean . . . . ^ 


2-95 

3-48 
3-28 
2-92 


"5 

193 
349 
234 

8000 


4 X 10* 

X 10^ 

342 X 10^ 

256 X Itf 

7572 X. 10* 



The specific gravity of gutta percha is between 0-9693 
and 0-981. The weight W^ of gutta percha per knot in any 
case is 
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. W4.= — 7 ^ lbs. .... 4° 

^ 480 

Where d and d are measured in thousandths of an inch. 
The specific gravity of Hooper's rubber is about 1*176, 
and the constant divisor for the weight of Hooper's material 
in the above formula is 400 instead of 480. The weight 
per knot w,, of a copper strand of 7 wires such as is used 
for submarine lines is in lbs. 

70-4 

§ 7. The capacity in electrostatic measurement s of any 
length of wire for a submarine cable maybe calculated by 
equation 6, Chap. V. The electromagnetic capacity s is 
more commonly required, and we know (Chap.iVIII. § 2) 

that s = -« where z/ = 288 x 10*. Hence in absolute 

electromagnetic measure 

^ KL __ KL 

4-6052 X 28*8^ X 10'® xlog ^ ~ 3820 X io^®log^ ; 

and calling s^ the capacity in microfarads, we have 

Sm = -s T-^ — ^ .-O 

382 X 10* log-^ .... 5 

This value of s*' is given in terms of l measured in centi- 
metres : practically it is convenient to measure the length in 
knots; and as one knot is equal to 185,526 centimetres, 
(6087 feet), we have, calling l^ the length in knots, 

Cap. of cable = J^lSSTJL^ ... 6^ 

D 

Taking the value of k for gutta percha as 4*2 (vide Chap. V. 
§ 5), we find the capacity of the French Atlantic cable to be 
about o*43 of a microfarad. This value agrees with the 
result of direct experiment by the ballistic method (vide § 5, 
Chap. XVII.). 
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\ 8. Fig. 1 70 shows a cross section and a. projection of th 
component parts of the Anglo-American Atlantic cabi 
drawn fiiU size. In the centre is the copper strand of 
wires ; round this we have the gutta percha envelope covere 
by a serving of jute, outside which there are ten wires i 




what is called homogeneous iron, each enveloped in fin 
strands of Manilla hemp. 

Fig. 171 shows the more common type of cable, in whit' 
the hemp-covered steel wires are replaced by iron wires' 
considerable size. Ttie^ltou wires, laid on as shown in Fij 
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171, are often covered with one or two outer servings of jute 
and a compound of mineral pitch, silica, and tar, known as 
Clark's compound. 



CHAPTER XXV. 

FAULTS IN TELEGRAPHIC LINES. 

§ 1. Any impediment to signalling due to the condition of 
the line is a fault. Faults are of three kinds : — i. A defect 
producing bad insulation. 2. A defect producing want 
of continuity in the line, or excessive resistance. 3. Contact 
between two neighbouring conductors used for separate 
messages. 

Defective insulation in land lines may be due to cracked, 
dirty, or otherwise defective insulators, or to contact between 
the line and some conductor in connexion with the earth. 
In the first case the defect may be distributed over a great 
length of line. We can determine its importance by elec- 
trical measurements. In the second case the fault has a 
definite position, and we can determine its importance and 
its position by electrical tests. In submarine cables, defective 
insulation is always due to connexion between the sea and 
the internal conductor at one or more definite points. The 
second class of fault implies a rupture in the conducting 
wire of the line or in the connexions at the stations, or in the 
connexions with the earth at the stations. In many cases 
its position can be ascertained. Frequently the first and 
second faults co-exist : i.e. the line is broken and its end 
is in contact with the earth. The third class of fault seldom 
arises except on land lines. When the connexion arises 
from the actual contact of one wire with another, its position 
is easily found. 

Tests for the position of faults can generally be made 
more accurately on submarine lines than on land lines^ 
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because the insulation of the undamaged portions of 
line is generally better. The following descriptions r 
especially to submarine faults, but the same principles 
applicable to land lines. 

§ 2. Let there be a fault in an otherwise well-insult 
conductor, involving loss of insulation at one point, at 
distance a b, Fig. 172, from station a. 

If the connexion at b with the earth has no sensible 
sistance, we have only to measure the resistance a b, 
divide by the resistance of the line per mile, to obtain 
distance a b in miles. This measurement may be made 
the Wheatstone balance, connected as shown. a d 
D F are the two arms of the balance, f e is the box of re 

Fig. 172. 




B. 



M 



ance coils. If a d is iV of ^ f, and the plugs in the 
between f and e arranged so as to give 1,500 units w 
the galvanometer G remains undeflected on the complel 
of the circuit, then a be^ has a resistance of 150 un 
and if the line has a resistance of 5 units per mile 
is 30 miles from a. It is always desirable to insulate 
end of the line at c during this test. We can easily 
certain whether the resistance of b Ei is sensible or not, 
repeating the test from c. If by the second test we fin< 
distance b c, which, added to a b, makes up the whole len 
of the line, b Bi can have no resistance. If, on the ot 
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hand, the sum of the measurements from c and from a gives 
a greater length than a c, this can only be due to the resist- 
ance of the fault \ for we have not really measured the re- 
sistance of A B and B c, but of a b + b Ei and b c + b e,. 
If then the sum of the two measurements exceeds the resist- 
ance A c, the excess will be equal to twice the resistance of 
the fault. Let m be the resistance measured at a, n the 
resistance measured at c, and l the resistance of the whole 
line. 

Inen a b = — orBC= . . ir 

2 2 

This method would be perfect if the resistance of the fault 
were really constant while the resistances m and n were 
being measured ; but faults usually vary very much, owing 
to polarization ; and hence, except with great faults of small 
resistance, this method is defective. 

§ 3. A second method of determining the resistance a b 
is given by the following test, on the assumption that the 
resistance of the fault is constant : — Measure at a the resist- 
ance m of the line when c is insulated, and measure the 
resistance e when the end c is put to earths 

Then ab 4-/=w; ab +-- — =<?and ab-|-b c = l 

/ B c 



therefore a b = ^ — -v/ (l — <?) (w — ^) . . • 2° 

This test is even less trustworthy than the preceding one. 
By taking a large number of values oi m n and e with 
different poles of the battery, and different strengths of 
battery, and choosing the smallest values obtained as those 
corresponding with one and the same minimum value of ^ 
some approach to accuracy can be made. Great experience 
is required in testing to enable the observer to judge of the 
nature of a favdt. By noting the polarization obtained with 
positive and negative ciurents of different strengths the 
character of a fault can generally be determined, and z, 
guess made at its probable resistance. 
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§ 4. When there is a well-insulated return wire from the 
distant station c back to a, the position of a leak can be 
determined with great accuracy by what are called loop tests. 
The observer has then both ends of a complete metallic 
circuit before him, and the ratio between the two parts which 
intervene between the two ends and the fault can ie deter- 
mined by several methods, all independent of the varying 
resistance of the fault 

Mr. Varley uses a differential galvanometer to ascertain 
when an equal current runs into both ends of. the metallic 
circuit and out at the fault. This will only be the case 
when the resistance between the galvanometer and the fault 
is the same by both roads. This condition is fulfilled by 
adding a resistance r between one coil of the galvanometer 



Fig. X73. 



in^ 




and the defective wire. The resistance r requu-ed to bring 
the galvanometer to zero is obviously equal to twice the re- 
sistance of the wire between the distant station and the 
fault 

Perhaps a still better method is given by arranging the 
Wheatstone balance as shown in Fig. 173, where the fault, 
supposed to be at o, forms part of the circuit connecting the 
pole c to the metallic conductor subdivided at 0, 

The variation of the resistance- of the fault does pot 
affect the result: it will indeed cause a greater or less 
deflection in the galvanometer until the desired balance is 
effected, but it will not alter the- relative resistances of the 
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several parts of the circuit required to reduce the deflection 
to zero. The test is made by adjusting the resistances a 
and B until no deflection is obtained ; then, calling c and d 
the resistances of the conductors separating m and n respec- 

tively from the fault, we have — = -, Then the resistance 

B D 

of c + r> being called l, the above equation gives the value of 



c = 



AL 
L + b' 



§ 5. The following is a plan for determining the position 
of a fault of high resistance in a submarine cable by a simul^ 
taneous test at each end. It takes into account the uni- 
form leakage from each knot of the insulated cable, and 
can be carried out with much greater synchronism than is 
possible for the plans described in §§ 2 and 3, above. The 
connexions are shown in Fig. 174. g is a galvanometer ; 

Fig. Z74. 




s an electrometer at the same station ; Si an electro- 
meter at the distant station, where the end of the sub- 
merged cable is insulated; the battery c z has one pole 
connected with the galvanometer g, and the other pole 
to earth ; let k be the resistance of the unit length of the 
conductor, and i the resistance of the unit length of insulated 
wire to conduction across the sheath ; then let / be the length 
of the cable. Let \ be the distance of the fault from the 
galvanometer station ; let Pj be the potential at the distant 
station ; let p be the potential at the near station, and c the 
current observed on the galvanometer. 

A A 
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§ 4. When there is a well-insulated return wire from the 
distant station c back to a, the position of a leak can be 
determined with great accuracy by what are called loop tests. 
The observer has then both ends of a complete metallic 
circuit before him, and the ratio between the two parts which 
intervene between the two ends and the fault can ie deter- 
mined by several methods, all independent of the varying 
resistance of the fault 

Mr. Varley uses a differential galvanometer to ascertain 
when an equal current runs into both ends of. the metallic 
circuit and out at the fault. This will only be the case 
when the resistance between the galvanometer and the fault 
is the same by both roads. This condition is fulfilled by 
adding a resistance r between one coil of the galvanometer 



Fig. X73. 



19*' 




and the defective wire. The resistance r required to bring 
the galvanometer to zero is obviously equal to twice the re- 
sistance of the wire between the distant station and the 
fault. 

Perhaps a still better method is given by arranging the 
Wheatstone balance as shown in Fig. 173, where the fault, 
supposed to be at ^, forms part of the circuit connecting the 
pole c to the metallic conductor subdivided at 0. 

The variation of the resistance- of the fault does not 
affect the result: it will indeed cause a greater or less 
deflection in the galvanometer until the desired balance is 
effected, but it will not alter the- relative resistances of the 
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several parts of the circuit required to reduce the deflection 
to zero. The test is made by adjusting the resistances a 
and B until no deflection is obtained ; then, calling c and d 
the resistances of the conductors separating m and n respec- 

tively from the fault, we have — = -. Then the resistance 

B D 

of c + D being called l, the above equation gives the value of 
c = ^i^. 

L + B 

§ 5. The following is a plan for determining the position 
of a fault of high resistance in a submarine cable by a simul^ 
taneous test at each end. It takes into account the uni- 
form leakage from each knot of the insulated cable, and 
can be carried out with much greater synchronism than is 
possible for the plans described in §§ 2 and 3, above. The 
connexions are shown in Fig. 174. g is a galvanometer ; 

Fig. Z74. 




s an electrometer at the same station ; Si an electro- 
meter at the distant station, where the end of the sub- 
merged cable is insulated; the battery c z has one pole 
connected with the galvanometer g, and the other pole 
to earth ; let k be the resistance of the unit length of the 
conductor, and i the resistance of the unit length of insulated 
wire to conduction across the sheath ; then let / be the length 
of the cable. Ixt \ be the distance of the fault from the 
galvanometer station ; let Pj be the potential at the distant 
station ; let p be the potential at the near station, and c the 
current observed on the galvanometer. 

A A 
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Leta = 



-Vt 



a 

„D=P|£- +~C — P 

It 

Then X = — log, ^ . ^ • . 3^ 

The measurements must be made in one consistent system 
of units. Absolute measurement in centimetres, grammes^ 
and seconds may be used for the whole series. 

The test requires two instruments by idiich p and Pi can 
be measured in absolute measure. 

§ 6. A fault of insulation in a submarine cable is generally 
due to a hole in tiie dielectric. This hole is gradually en- 
larged by the action of the current, although the polarization 
at the fault often seems to seal it up for a time. Rapid 
reversals with 100 cells or more tend to break a fault down, 
i,e. to enlarge it, so that its resistance becomes insignifi- 
cant A current flowing from the copper to the sea 
apparently seals up a fault better than the opposite current 
It causes the deposit of chloride of copper and oxygen, 
whereas the zinc current causes a deposit of salt and hydrogen. 
The bubbles of gas formed under great pressure in time 
burst the film of deposited salts, and the fault temporarily 
breaks down. When this occurs with the negative current, 
no further damage occurs in general than a slight enlarge- 
ment of the fault ; but by the positive current a slow but 
certain erosion of the copper is produced, which always ends 
in producing a complete and sudden loss of continuity in 
the conductor. No warning is given of the impenc^g fetal 
injury ; for so long as the slenderest thread of copper remains 
no sensible diminution occurs in the resistance of the line. 
Signallers prefer to keep a cable positive to the sea, because 
they get better signals, the currents received being stronger, 
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and less liable to the derangements produced by the sudden 
variations of a fault. The practice is, however, reprehensible. 
A faulty cable should always be kept negative relatively to 
the sea. It is possible to send very good signals through a 
cable or line in which there is a fault of such magnitude 
that its resistance is far less than that of the conductor 
between the stations. Nothing is absolutely fatal to com- 
munication except a want of continuity in the conductor. 

Sometimes the fault is made by the presence of some 
foreign body in the insulator. When metal, such as a piece 
of broken wire, is driven through the dielectric connecting 
the conducting wire with the sea, or with the metal sheathing, 
a fault of no sensible resistance is produced, and this class 
of fault is easily recognised by the absence of polariza- 
tion. 

§ 7. A fault of the second class, ue, involving want of 
continuity, may be combined with one of the first class : 
thus the cable or land-line may not only be broken, but may 
be in more or less perfect connexion with the earth at the 
fracture. In this case simultaneous tests at both ends are 
impracticable. We can only measure the resistance of each 
unbroken portion of the cable, and guess from the polariza- 
tion what is likely to be the fraction of the whole resistance 
observed due to the fault. We can in any such case safely fix 
a maximum distance beyond which the fault cannot lie. With 
the minimum of polarization the bare copper end of a cable 
usually has a resistance equal to several miles of the con- 
ducting wire. 

A fault of the second class not unfrequently occurs with 
perfect insulation. The conductor is broken, but insulated 
at the fractiure. In a submarine cable the distance of the 
insulated fracture can then be measured very exactly by 
measuring the capacity of the cable between the fracture and 
the shore. The capacity per mile being known, this test 
gives the distance with great exactitude. On a land line the 

A A 2 
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insulation is seldom good enough to allow this test to be 
rigorously applied. 

§ 8. The position of a fault of the third kind — contact 
between neighbouring conductors — can easily be fixed if the 
contact is local, and of small resistance. We need only 
measure the resistance of the loop formed by the contact, 
and half this is evidently the resistance corresponding to 
the distance of the fault. When the contact is imperfect, its 
position can be very accurately determined by the aid of a 
third wire, if this be well insulated : to do this, treat one of 
the two wires in contact as an earth, leaving it uninsulated: 
and by the loop test described § 4 above, fix the position of 
the point of contact on the other wire, this contact being 
now in effect an ordinary fault of the first class. 

The position of the contact can also be ascertained with- 
out a third wire, by a Wheatstone's balance test. To do 
this, the connections are arranged as follows, Fig. 124: fj 
and rui are resistance coils, r^ and r^^ are the two sub- 
divisions of one of the two faulty line wires, subdivided at e 
by the contact ; the point Bi is the further end of the line, 
and is put to earth ; the branch r is made up of the galvano- 
meter, and of the earth at Bi; the wire joining the battery 
with E is the second line wire in contact with the first at e ; 
the fiirther end of the second line is insulated. 

Then, calling x and y the two subdivisions of the first line 
wire, we have x^ r^y^s-r^^ and n ^^m = ^ : J' j whence, 
knowing r^ and r^ x and y can be found. 
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CHAPTER XXVL 

USEFUL APPLICATIONS OF ELECTRICITY, OTHER THAN 

TELEGRAPHIC. 

§ 1. Electricity has been applied in so many ways to the 
useful arts that a large separate treatise might be written on 
these applications. In this book a few only of these appli- 
cations can be mentioned, and these must be very cursorily 
described, under the heads of Electro-Metallurgy, Electric 
Light, Medical Applications, the Firing of Mimes, Clocks, 
governors and chronoscopes. 

electro-metallurgy. 

§ 2.. In metallurgy electricity finds a threefold' applica- 
tion. I. To electro-plating, suth as gilding or silVering 
objects. 2. To the reproduction by metallic casts of 
objects of any form. 3. To the reduction of metals 
from their ores. When our object is to coat a metal 
with a thin metallic film of some other metal, we immerse 
the object to be coated in a solution of some salt of the 
m^tal to be deposited. We pass a current from the bath 
to the object, so as to decompose the salt and deposit the 
metallic positive ion on the object, which is a negative elec- 
trode. By the choice of a proper salt, a proper strength of 
solution, and a proper strength of current, the film can be made 
adhesive. When copper objects are to be gilt, they are 
treated as follows : — They are first heated, to dispel any fatty 
matter from their surface; they are next plunged while 
still hot in very dilute nitric acid, which removes any coating 
of oxide or suboxide of copper ; they are then rubbed with 
a hard brush, washed in distilled water, and dried in gently 
heated sawdust. They are still further cleaned by being 
rapidly immersed in ordinary nitric acid, and next in a 
mixture of nitric acid, bay salt, and soot The objects thus 
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prepared, so as to have a uniformly clean metallic surface, 
are immersed in a bath containing a solution of some salt 
of gold. 

The objects are attached to the zinc pole of a battery 
consisting of three or four elements, the other pole of which 
is connected with an electrode of gold also plunged in the 
bath. The passage of the current decomposes the salt, 
deposits gold on the object, and causes the dissolution of 
an equal quantity of gold from the gold electrode. The 
time required for the operation depends on the thickness of 
coating required. One grain of gold and lo grains of 
cyanide of potassium in every 200 grains of water form 
a suitable bath. Silver, bronze, brass, German silver, and 
some other metals can be directly gilt in this manner ; but 
in order to gild iron, steel, zinc, tin, or lead, it is found 
necessary to electroplate them first with copper. The bath 
from which copper is deposited is a saturated solution of 
sulphate of copper. The positive electrode must then be 
a copper plate. A bath for the deposition of silver 
consists of two grains of cyanide of silver and two parts of 
cyanide of potassium in every two hundred grains of water; 
the positive electrode must be a silver plate. 

§ 3. The reproduction of objects in metal by electricity is 
effected by a thick deposit of the metal in a mould, the sur- 
face of which has been so treated as to be a good conductor. 
The deposit is obtained from a bath by the passage of a 
current, precisely as the deposit required for electro-plating 
is produced. 

The mould, if made of metal, should be slightly coated with 
some fatty substance. A brush rapidly passed through a smoky 
flame, and then used as it were to dirty the mould, is said 
to be sufficient to prevent adhesion. Ganot mentions Street's 
fusible alloy, consisting of 5 parts of lead, 8 of bismuth, and 
3 of tin, as suitable for moulds of metallic objects. Stearine 
is used to prepare moulds of plaster objects ; these are 
first immersed in melted stearine and withdrawn quickly; 
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some of the stearine is absorbed by the pores of the plaster ; 
the surface is next coated with graphite or with black lead 
rubbed on with a brush. The stearine mould can then 
be taken. The interior surface of the mould is covered 
with graphite to make it conduct 

Gutta percha moulds may be prepared by pressing gutta 
percha heated in warm water against the surface of the object 
to be copied, which should previously be covered with 
graphite to prevent adhesion. The mould must also be 
coated with graphite to make it conduct. Any of these moulds, 
used as a negative electrode in a bath of sulphate of 
copper, will become filled with a copper deposit, which re- 
produces the original object This process is of great use to 
printers. Copper plates are beautifully reproduced by its 
means. 

§ 4. The reduction of ores has never been carried out on 
any large scale, but several of the rarer metals have only 
become known to us by the decomposition of their salts 
under the action of the electric current Davy obtained 
potassium for the first time by decomposing a slightly 
moistened fragment of hydrate of potash by a current from 
200 or 250 cells. Sodium can be obtained in a similar way ; 
but other methods are now known, which are commercially 
preferable. 

Barium, calcium, magnesium, aluminium, &c., can be ob- 
tained by electrolytic methods. 

The ores of silver, lead, and copper have been treated by 
electric processes, many details of which will be found in the 

* Traits d'Electricitd et de Magn^tisme,' by Messrs. Becquerel, 
vol. ii. 

ELECTRIC LIGHT. 

§ 5. When the points of two pencils of charcoal or graphite, 
attached by thick wires to the two poles of a galvanic battery 
of forty or fifty Grove's elements, are placed for a moment in 
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contact and then withdrawn, so as to remain about one 
eighth of an inch distant, a current will flow round the circuit 
crossing the arc from pencil to pencil, and at this spot 
emitting a most brilliant light. 

The name voltaic arc is often used to designate that poi^ 
tion of a continuous current where there is a gaseous con- 
ductor. The voltaic arc is in most cases lummous. Its 
colour depends on the gas traversed, and its intensity is 
closely connected with the density of the gas. With rare- 
fied gases, as in the Geissler tubes described above, a com- 
paratively feeble glow is obtained ; in air, the intensity of 
the electric light may be as great as \ that of sun-light, 
according to experiments of Fizeau and Foucault. The 
air is much heated at the point of passage, and its resist- 
ance thereby reduced ; if the current be momentarily inter- 
rupted, the E. M. F. of the battery will be unable to re- 
estabhsh the voltaic arc, unless the points are again 
brought very close or into contact, to be withdrawn as 
before when the current has been established ; the reason 
being that the e. m. f. which is sufficient to send the 
current across hot air is insufficient when this air is 
cooled. The carbon of the pencils is consumed in the 
production of the light. The positive electrode is much 
more rapidly consumed than the negative electrode, and 
becomes hollow at the point. In order to render the light 
available for practical use, the graphite pencils must be held 
in a lamp, so constructed that the opening between the 
points remains sensibly in one place. In these lamps there 
must therefore be a feed suppljring the pencils in the ratio 
in which they are found to be consumed. The lamp must 
also be fiimished with some contrivance by which, if the 
voltaic arc is extinguished from any cause, the graphite 
points will instantly fall together, re-establish the arc, and 
^gain separate to the normal distance for the greatest inten- 
sity of light. Lamps fulfilling these conditions more or less 
perfectly by means of electro-magnetic gearing have been 
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invented by Mr. F. H. Holmes, M. Serrin, M. Dubosc, 
and others. 

Mr. Holmes's lamp has been used for lighthouse illumi- 
nation with success. 

An electromotive force of about eighty volts is apparently 
the least with which a good electric light can be produced, 
and the resistance of the circuit (exclusive of the voltaic 
arc) must not much exceed 12 or 15 ohms. Sir William 
Thomson has produced a good light with eighty Danieirs 
cells of the construction and dimensions described § 12, 
Chap. XV. These cells remained in good condition for 
several months, so that the light could be obtained at any 
moment by merely closing a circuit. Grove's cells will 
only act well for a few hours after being filled, and give out 
noxious fumes. 

Mr. Waring produces an intense electric light by the in- 
candescence of mercury vapour. The current is passed 
along a thin stream of mercury, which it volatilizes. The 
mercury is hermetically enclosed. This light has a 
greenish tinge. A rapid succession of sparks from a 
RuhmkofF coil will also produce a somewhat feeble light. 

The electric light may be made use of in photography, 
and the examination of its spectrum presents many points 
of great interest to the physicist. 

FIRING OF MINES. 

§ 6. This is effected by passing a current through a film of 
semi-insulating substance, which becomes red hot, and fires 
a detonating mixture or gunpowder. A fiise is prepared to 
which two insulated wires are led. The ends of these 
wires are imbedded in a thin solid gutta percha rod : they 
do not join, but end in a little layer of the priming com- 
position, which is an intimate mixture of subsulphide of 
copper, subphosphide of copper, and chlorate of potassium. 
The whole is surrounded by gunpowder. A feeble current 
will not heat the priming composition to redness, but a 
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powerful current, even if short, will develop enough heat by 
its passage to ignite the powder. The current is generally 
produced by the discharge of a condenser, and this con- 
denser is often charged by a frictional electric machine. A 
vulcanite plate machine as designed by Ebner is much used 
with a condenser consisting of a sheet of india rubber with 
tinfoil armatures rolled up so as to form a cylinder. A 
magneto-electric current or a battery current may be used 
When the mine or torpedo is to be fired by the discharge of 
a condenser, a fine wire is better than a thick one, in order 
that the capacity of the conductor may be small : with the 
same object the thickness of the dielectric should be con- 
siderable, and the very best insulation is necessary. 

The detonating mixture may also be fired by heating 
to redness a fine platinum wire stretched between the two 
ends of the copper wires : the platinum wire should be coated 
w^th fiilminate of mercury. A voltaic battery is required with 
this arrangement, which has the double advantage that the 
condition of 'the conductors can firom time to time be tested 
by feeble currents which will not explode the charge, and 
that it allows several insulated conductors to be laid in one 
cable, which plan cannot be followed when the mine is 
fired by the discharge from a condenser, owing to the power- 
fiil cunrent then induced in the neighbouring wires, which 
would fire all the mines whenever a current was passed along 
a single wire. The platinum fuse can be fired when the 
insulation of the conductors is very defective. 

MEDICAL APPLICATIONS. 

§ 7. Electricity in its passage through the body may produce 
very marked physiological effects. The simple passage of a 
current firom one hundred cells produces a somewhat dis- 
agreeable disturbance or tingling at the point where it enters or 
leaves the body. This feeling is considerably more intense at 
the moment when the current begins and ceases than at any 
other time. When a powerful current of very short duration 
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is sent through the body, as from a Leyden jar of moderate 
size charged to the potential of several hundred volts, the 
disturbance is felt throughout the frame, and is well known 
as an electric shock. The disturbance produced may be so 
great as to produce illness or death, and many persons who 
are killed by lightning are killed by the simple shock re- 
sulting from the sudden discharge of electricity from their 
bodies, which had been inductively electrified from the 
clouds ; the lightning passing from cloud to cloud discharges 
these, and the escape of the electricity from the body pre- 
viously charged produces the shock. The rapid succession 
of currents produced by rotating magneto-electric arrange^ 
ments produce a singular numbness if passed through the 
body, so that a man holding two electrodes from which these 
short rapidly alternating ciuxents flow cannot let them fall, 
but holds them convulsively. The very first discovery of the 
electric ciuxent by Galvani was due to the contraction of a 
muscle of a frog imder the influence of the current. From 
all these facts it cannot be doubted that electricity may be 
of use as a curative agent ; the medical man may find in it a 
means of producing important modifications in the condi- 
tion of the body ; but the author is unable to speak with 
any confidence of the applications as yet made of this agent. 
Rapidly alternating magneto currents are the most popular, 
but he is not aware that thoroughly scientific experiments have 
been made on the effects produced, or on the real magnitude 
of the currents employed. Valuable results may have been 
and may be attained, but it is for medical men to decide 
how far these have or have not been the results of some 
happy accident. The application of electricity, unhappily, 
can easily be made the subject of quackery without de- 
tection. 

The actual cautery can be applied by platinum wire 
heated by an electric current in parts of the body which 
could not be reached in any other way. 
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CLOCKS, GOVERNORS AND CHRONOSCOPES. 

§ 8. There are many other useful applications of electricity. 
Mr. Alexander Bain drives clocks by a small current acting 
on a propelment, the speed of which is regulated by a 
pendulum. The propelment acts like the propelment of the 
dial telegraph instruments. The same inventor followed 
by others controls distant clocks from one standard clock 
by electro-magnets set in action by currents. The pendu- 
lum of the distant clock oscillates freely if keeping perfect 
time, but is slightly retarded or accelerated by an electro- 
magnet if before or behind time. Time guns or other time 
signals are also given from observatories by the aid of 
electric currents. 

Electricity is made use of in one form of governor to 
regulate the speed of machinery. When the speed is ex- 
cessive, the governor balls by their divergence complete 
a contact which permits a current of electricity to produce 
friction by the action of an electro-magnet. 

Electricity is made use of to light the gas in one species of 
motor gas engine, and electric sparks have been used to 
light gas lamps. 

Electric chronoscopes measure time to thousandths of a 
second, and by their aid the speed of projectiles is ascer- 
tained : the plan in general being that the projectile at one 
part of its path interrupts one circuit, and at another part a 
second circuit, by cutting wires. The interruptions deter- 
mine sparks which leave their record on prepared paper or 
a metallic surface, moving with known velocity : the distance 
between the records of the sparks serves therefore to 
measure the time occupied by the projectile in passing from 
one wire to the next. In this littie treatise these and many 
other important applications can barely be enumerated. 
As the science becomes more familiarly known, the extent 
and number of useful applications will day by day increase. 
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CHAPTER XXVIL 

ATMOSPHERIC AND TERRESTRIAL ELECTRICITY. 

§ 1. Not much is known of the distribution of electricity 
on the surface of the earth. According to Sir William 
Thomson the most probable distribution is analogous to that 
which would be produced if the earth's surface generally were 
charged with negative electricity held as a charge on the inner 
annature of a condenser, the outer armature of which was 
in the upper regions of the atmosphere, the lower part of 
which acts as the dielectric. Electrified masses of air moving 
at no great distance from the earth's surface are continually 
altering the distribution of electricity, which is, however, gene- 
rally found to be negative on the earth's surface. The 
modes of investigating the density of electrification and the 
sign of the electricity at the earth's surface are analogous to 
the method of the proof plane. Some conductor in contact 
with the earth is insulated, brought indoors, and the sign 
of its electrification ascertained by an electrometer. We 
here speak of the electrification of the surface, not of the 
potential, at points of the air which must be separately 
investigated. We cannot treat air as we can the earth, 
because it is an insulator, and will not part with its elec- 
tricity to any conductor analogous to a proof plane. 

§ 2. The potential of the earth's surface is assumed as the 
zero or datum from which all other potentials are measured ; 
nevertheless we know that the potentials of different places 
on and in the earth differ considerably, sometimes to the 
extent of several hundred volts, though this is rare. We 
obtain this information from the currents observed to flow 
through wires joining parts of the earth widely separated. 
These currents being known, and the resistance of the 
circuit being known, the e. m. f. due to differences of poten- 
tial between the ends of the wire can be inferred with 
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certainty. The diflference of potential between the two 
sides of the Atlantic is often not more than one or two 
volts, and generally points joined by the sea are nearly at 
one potential. This condition is, however, liable to be dis- 
turbed from time to time, and these disturbances are 
called electric storms. Statistics of the distribution of po- 
tential over the earth's surface have not yet been compiled. 

§ 3. Any conductor at the end of which a flame is 
burning, or any small pipe from which water drops, will very 
soon acquire the potential of the air where the flame bums 
or the water is dropping ; for if there is any difference of 
potential between the conductor and the air near the flame 
or tube end, it will cause an accumulation of electricity at 
the flame or tube end, and this electricity will then be 
conveyed away by the particles flying off" in the flame or by 
the drops of water until there is no difference of potential 
between the conductor and the neighbouring air. 

This fact enables us to measure the potential of the air at 
any point, or, in other words, to compare its potential with 
that of the earth. To do this, a conductor having a flame 
or water-dropping arrangement at one end is connected with 
one pair of quadrants of the reflecting electrometer ; this 
pair of quadrants is thereby brought to the potential of the 
air at the spot to be tested. The other pair is connected 
with the earth, and the difference of potentials is then 
measured by the deflection of the electrometer in the usual 
way. Other forms of electrometer may be used. Sir William 
Thomson found that the potential of the air varied very 
rapidly near the surface of flie earth. Thus he has observed 
a difference of potential between the earth and the air nine 
feet above it, equal to 430 volts in ordinary fair weather, and 
in breezes from the east and north-east as great a difference 
as this per foot of air. The potential is perpetually fluc- 
tuating, even in fair weather. Instmments have been in 
action for some time at Kew and elsewhere, recording con- 
tinuously the differences of potential between the earth and 
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one point in the air. The potential of the air appears to be 
generally positive in fine weather, and negative only 
during broken or rainy weather. 

§ 4. The distribution of magnetic force on the surface of 
the earth has already been alluded to in Chap. VII. It is 
conceivable that this force may be wholly due to currents 
flowing round the earth, and maintained by the thermo- 
electric action due to the sun, or to some other cause con- 
nected with the rotation of the earth. Observation does 
not, however, as yet enable a decided opinion to be given 
on this point. 



CHAPTER XXVIIL 

THE mariner's COMPASS. 

§ 1. The mariner's compass consists of a card pivotted on 
a vertical axis, and directed by having on its lower surface 
one, two, four, or more parallel magnets with similar 
poles pointing in similar directions. The magnets being 
free to turn in a horizontal plane, place themselves in the 
magnetic meridian. The object of using several magnets 
is to increase the magnetic moment for a given weight of 
steel. The upper surface of the card is divided into degrees 
and also into thirty-two parts, each containing 11® 15'; the 
thirty-two rays indicate the thirty-two points of the com- 
pass ; the line joining the north and south points is parallel 
to the axes of the magnets. The north and south line 
indicates the magnetic meridian at each place. As was 
shown in Chapter VIL, the declination varies at different times 
and at different places. The declination of the particular 
place at the particular time must be known by means of 
charts or otherwise before the true north or any other true 
course can be determined by the aid of the compass. 

§ 2. The presence of any iron or steel in the neighbour- 
hood of the compass alters the direction of the lines of 
force in the magnetic field, and causes what i^ \fcTassd5i. -a* 
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prepared, so as to have a uniformly clean metallic surface, 
are immersed in a bath containing a solution of some salt 
of gold. 

The objects are attached to the zinc pole of a battery 
consisting of three or four elements, the other pole of which 
is connected with an electrode of gold also plimged in the 
bath. The passage of the current decomposes the salt, 
deposits gold on the object, and causes the dissolution of 
an equal quantity of gold from the gold electrode. The 
time required for the operation depends on the thickness of 
coating required. One grain of gold and lo grains of 
cyanide of potassium in every 200 grains of water fomi 
a suitable bath. Silver, bronze, brass, German silver, and 
some other metals can be directly gilt in this manner ; but 
in order to gild iron, steel, zinc, tin, or lead, it is found 
necessary to electroplate them first with copper. The bath 
from which copper is deposited is a saturated solution of 
sulphate of copper. The positive electrode must then be 
a copper plate. A bath for the deposition of silver 
consists of two grains of cyanide of silver and two parts of 
cyanide of potassium in every two hundred grains of water 3 
the positive electrode must be a silver plate. 

§ 3. The reproduction of objects in metal by electricity is 
effected by a thick deposit of the metal in a mould, the sur- 
face of which has been so treated as to be a good conductor. 
The deposit is obtained from a bath by the passage of a 
current, precisely as the deposit required for electro -plating 
is produced. 

The mould, if made of metal, should be slightly coated with 
some fatty substance. A brush rapidly passed through a smoky 
flame, and then used as it were to dirty the mould, is said 
to be sufficient to prevent adhesion. Ganot mentions Street's 
fusible alloy, consisting of 5 parts of lead, 8 of bismuth, and 
3 of tin, as suitable for moulds of metallic objects. Stearine 
is used to prepare moulds of plaster objects ; these are 
first immersed in melted stearine and withdrawn quickly ; 
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some of the stearine is absorbed by the pores of the plaster ; 
the surface is next coated with graphite or with black lead 
rubbed on with a brush. The stearine mould can then 
be taken. The interior surface of the mould is covered 
with graphite to make it conduct 

Gutta percha moulds may be prepared by pressing gutta 
percha heated in warm water against the surface of the object 
to be copied, which should previously be covered with 
graphite to prevent adhesion. The mould must also be 
coated with graphite to make it conduct Any of these moulds, 
used as a negative electrode in a bath of sulphate of 
copper, will become filled with a copper deposit, which re- 
produces the original object This process is of great use to 
printers. Copper plates are beautifully reproduced by its 
means. 

§ 4 The reduction of ores has never been carried out on 
any large scale, but several of the rarer metals have only 
become known to us by the decomposition of their salts 
imder the action of the electric current Davy obtained 
potassium for the first time by decomposing a slightly 
moistened fragment of hydrate of potash by a current from 
200 or 250 cells. Sodium can be obtained in a similar way ; 
but other methods are now known, which are commercially 
preferable. 

Barium, calcium, magnesium, aluminium, &c., can be ob- 
tained by electrolytic methods. 

The ores of silver, lead, and copper have been treated by 
electric processes, many details of which will be found in the 

* Traitd d'Electricitd et de Magn^tisme,' by Messrs.Becquerel, 
vol. ii. 

ELECTRIC LIGHT, 

§ 6. When the points of two pencils of charcoal or graphite, 
attached by thick wires to the two poles of a galvanic battery 
of forty or fifty Grove's elements, are placed for a moment in 
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contact and then withdrawn, so as to remain about one 
eighth of an inch distant, a current will flow round the circuit 
crossing the arc from pencil to pencil, and at this spot 
emitting a most brilliant light. 

The name voltaic arc is often used to designate that poiv 
tion of a continuous current where there is a gaseous con- 
ductor. The voltaic arc is in most cases luminous. Its 
colour depends on the gas traversed, and its intensity is 
closely connected with the density of the gas. With rare- 
fied gases, as in the Geissler tubes described above, a com- 
paratively feeble glow is obtained ; in air, the intensity of 
the electric light may be as great as ^ that of sun-light, 
according to experiments of Fizeau and Foucault. The 
air is much heated at the point of passage, and its resist- 
ance thereby reduced ; if the current be momentarily inter- 
rupted, the E. M. F. of the battery will be unable to re- 
estabhsh the voltaic arc, unless the points are again 
brought very close or into contact, to be withdrawn as 
before when the current has been established ; the reason 
being that the e. m. f. which is sufficient to send the 
current across hot air is insufficient when this air is 
cooled. The carbon of the pencils is consumed in the 
production of the light. The positive electrode is much 
more rapidly consumed than the negative electrode, and 
becomes hollow at the point. In order to render the light 
available for practical use, the graphite pencils must be held 
in a lamp, so constructed that the opening between the 
points remains sensibly in one place. In these lamps there 
must therefore be a feed supplying the pencils in the ratio 
in which they are found to be consumed. The lamp must 
also be furnished with some contrivance by which, if the 
voltaic arc is extinguished from any cause, the graphite 
points will instantly fall together, re-establish the arc, and 
^gain separate to the normal distance for the greatest inten- 
sity of light. Lamps fulfilling these conditions more or less 
perfectly by means of electro-magnetic gearing have been 
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invented by Mr. F. H. Holmes, M. Serrin, M, Dubosc, 
and others. 

Mr. Holmes's lamp has been used for lighthouse illumi- 
nation with success. 

An electromotive force of about eighty volts is apparently 
the least with which a good electric light can be produced, 
and the resistance of the circuit (exclusive of the voltaic 
arc) must not much exceed 12 or 15 ohms. Sir William 
Thomson has produced a good light with eighty Daniell's 
cells of the construction and dimensions described § 12, 
Chap. XV. These cells remained in good condition for 
several months, so that the light could be obtained at any 
moment by merely closing a circuit. Grove's cells will 
only act well for a few hours after being filled, and give out 
noxious fumes. 

Mr. Waring produces an intense electric light by the in- 
candescence of mercury vapour. The current is passed 
along a thin stream of mercury, which it volatilizes. The 
mercury is hermetically enclosed. This light has a 
greenish tinge. A rapid succession of sparks from a 
Ruhmkoff coil will also produce a somewhat feeble light. 

The electric light may be made use of in photography, 
and the examination of its spectrum presents many points 
of great interest to the physicist. 

FIRING OF MINES. 

§ 6. This is effected by passing a current through a film of 
semi-insulating substance, which becomes red hot, and fires 
a detonating mixture or gunpowder. A fiise is prepared to 
which two insulated wires are led. The ends of these 
wires are imbedded in a thin sohd gutta percha rod : they 
do not join, but end in a little layer of the priming com- 
position, which is an intimate mixture of subsulphide of 
copper, subphosphide of copper, and chlorate of potassium. 
The whole is surrounded by gunpowder. A feeble current 
will not heat the priming composition to redness, but a 
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powerful current, even if short, will develop enou^ heat by 
its passage to ignite the powder. The current is generally 
produced by the discharge of a condenser, and this con- 
denser is often charged by a frictional electric machine. A 
vulcanite plate machine as designed by Ebner is much used 
with a condenser consisting of a sheet of india rubber with 
tinfoil armatures rolled up so as to form a cylinder. A 
magneto-electric current or a battery current may be used 
When the mine or torpedo is to be fired by the discharge of 
a condenser, a fine wire is better than a thick one, in order 
that the capacity of the conductor may be small : with the 
same object the thickness of the dielectric should be con- 
siderable, and the very best insulation is necessary. 

The detonating mixture may also be fired by heating 
to redness a fine platinum wire stretched between the two 
ends of the copper wires : the platinum wire should be coated 
w^th fulminate of mercury. A voltaic battery is required with 
this arrangement, which has the double advantage that the 
condition of 'the conductors can firom time to time be tested 
by feeble currents which will not explode the charge, and 
that it allows several insulated conductors to be laid in one 
cable, which plan cannot be followed when the mine is 
fired by the discharge from a condenser, owing to the power- 
fiil current then induced in the neighbouring wires, which 
would fire all the mines whenever a current was passed along 
a single wire. The platinum fuse can be fired when the 
insulation of the conductors is very defective. 

MEDICAL APPLICATIONS. 

§ 7. Electricityin its passage through the body may produce 
very marked physiological effects. The simple passage of a 
current firom one hundred cells produces a somewhat dis- 
agreeable disturbance or tingling at the point where it enters or 
leaves the body. This feeling is considerably more intense at 
the moment when the current begins and ceases than at any 
other time. When a powerful current of very short duration 
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is sent through the body, as from a Leydenjar of moderate 
size charged to the potential of several hundred volts, the 
disturbance is felt throughout the frame, and is well known 
as an electric shock. The disturbance produced may be so 
great as to produce illness or death, and many persons who 
are killed by lightning are killed by the simple shock re- 
sulting from the sudden discharge of electricity from their 
bodies, which had been inductively electrified from the 
clouds ; the lightning passing from cloud to cloud discharges 
these, and the escape of the electricity from the body pre- 
viously charged produces the shock. The rapid succession 
of currents produced by rotating magneto-electric arrange^ 
ments produce a singular numbness if passed through the 
body, so that a man holding two electrodes from which these 
short rapidly alternating currents flow cannot let them fall, 
but holds them convulsively. The very first discovery of the 
electric current by Galvani was due to the contraction of a 
muscle of a frog imder the influence of the current. From 
all these facts it cannot be doubted that electricity may be 
of use as a curative agent ; the medical man may find in it a 
means of producing important modifications in the condi- 
tion of the body ; but the author is unable to speak with 
any confidence of the applications as yet made of this agent. 
Rapidly alternating magneto currents are the most popular, 
but he is not aware that thoroughly scientific experiments have 
been made on the effects produced, or on the real magnitude 
of the currents employed. Valuable results may have been 
and may be attained, but it is for medical men to decide 
how far these have or have not been the results of some 
happy accident The application of electricity, imhappily, 
can easily be made the subject of quackery without de- 
tection. 

The actual cautery can be applied by platinum wire 
heated by an electric current in parts of the body which 
could not be reached in any other way. 
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CLOCKS, GOVERNORS AND CHRONOSCOPES. 

§ 8. There are many other useful applications of electricity. 
Mr. Alexander Bain drives clocks by a small current acting 
on a propelment, the speed of which is regulated by a 
pendulum. The propelment acts hke the propelment of the 
dial telegraph instruments. The same inventor followed 
by others controls distant clocks from one standard clock 
by electro-magnets set in action by currents. The pendu- 
lum of the distant clock oscillates freely if keeping perfect 
time, but is slightly retarded or accelerated by an electro- 
magnet if before or behind time. Time guns or other time 
signals are also given from observatories by the aid of 
electric currents. 

Electricity is made use of in one form of governor to 
regulate the speed of machinery. When the speed is ex- 
cessive, the governor balls by their divergence complete 
a contact which permits a current of electricity to produce 
friction by the action of an electro-magnet. 

Electricity is made use of to light the gas in one species of 
motor gas engine, and electric sparks have been used to 
light gas lamps. 

Electric chronoscopes measure time to thousandths of a 
second, and by their aid the speed of projectiles is ascer- 
tained : the plan in general being that the projectile at one 
part of its path interrupts one circuit, and at another part a 
second circuit, by cutting wires. The interruptions deter- 
mine sparks which leave their record on prepared paper or 
a metallic surface, moving with known velocity : the distance 
between the records of the sparks serves therefore to 
measure the time occupied by the projectile in passing from 
one wire to the next. In this little treatise these and many 
other important applications can barely be enumerated. 
As the science becomes more familiarly known, the extent 
and number of useful applications will day by day increase. 
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CHAPTER XXVII. 

ATMOSPHERIC AND TERRESTRIAL ELECTRICITY. 

§ 1. Not much is known of the distribution of electricity 
on the surface of the eaxth. According to Sir William 
Thomson the most probable distribution is analogous to that 
which would be produced if the earth's surface generally were 
charged with negative electricity held as a charge on the inner 
annature of a condenser, the outer armature of which was 
in the upper regions of the atmosphere, the lower part of 
which acts as the dielectric. Electrified masses of air moving 
at no great distance from the earth's surface are continually 
altering the distribution of electricity, which is, however, gene- 
rally found to be negative on the earth's surface. The 
modes of investigating the density of electrification and the 
sign of the electricity at the earth's surface are analogous to 
the method of the proof plane. Some conductor in contact 
with the earth is insulated, brought indoors, and the sign 
of its electrification ascertained by an electrometer. We 
here speak of the electrification of the surface, not of the 
potential, at points of the air which must be separately 
investigated. We cannot treat air as we can the earth, 
because it is an insulator, and will not part with its elec- 
tricity to any conductor analogous to a proof plane. 

§ 2. The potential of the earth's surface is assumed as the 
zero or datum from which all other potentials are measured ; 
nevertheless we know that the potentials of different places 
on and in the earth differ considerably, sometimes to the 
extent of several hundred volts, though this is rare. We 
obtain this information from the currents observed to flow 
through wires joining parts of the earth widely separated. 
These currents being known, and the resistance of the 
circuit being known, the E. m. f. due to differences of poten- 
tial between the ends of the wire can be inferred with 
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certainty. The difference of potential between the two 
sides of the Atlantic is often not more than one or two 
volts, and generally points joined by the sea are nearly at 
one potential This condition is, however, liable to be dis- 
turbed from time to time, and these disturbances are 
called electric storms. Statistics of the distribution of po- 
tential over the earth's sur&x:e have not yet been compiled. 

§ 3. Any conductor at the end of which a flame is 
burning, or any small pipe from which water drops, will very 
soon acquire the potential of the air where the flame bums 
or the water is dropping ; for if there is any difference of 
potential between the conductor and the air near the flame 
or tube end, it will cause an accumulation of electricity at 
the flame or tube end, and this electricity will then be 
conveyed away by the particles flying off in the flame or by 
the drops of water until there is no difference of potential 
between the conductor and the neighbouring air. 

This fact enables us to measure the potential of the air at 
any point, or, in other words, to compare its potential with 
that of the earth. To do this, a conductor having a flame 
or water-dropping arrangement at one end is connected with 
one pair of quadrants of the reflecting electrometer ; this 
pair of quadrants is thereby brought to the potential of the 
air at the spot to be tested. The other pair is connected 
with the earth, and the difference of potentials is then 
measured by the deflection of the electrometer in the usual 
way. Other forms of electrometer may be used. Sir William 
Thomson found that the potential of the air varied very 
rapidly near the surface of the earth. Thus he has observed 
a difference of potential between the earth and the air nine 
feet above it, equal to 430 volts in ordinary fair weather, and 
in breezes from the east and north-east as great a difference 
as this per foot of air. The potential is perpetually fluc- 
tuating, even in fair weather. Instruments have been in 
action for some time at Kew and elsewhere, recording con- 
tinuously the differences of potential between the earth and 
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one point in the air. The potential of the air appears to be 
generally positive in fine weather, and negative only 
during broken or rainy weather. 

§ 4. The distribution of magnetic force on the surface of 
the earth has already been alluded to in Chap. VII. It is 
conceivable that this force may be wholly due to currents 
flowing round the earth, and maintained by the thermo- 
electric action due to the sun, or to some other cause con- 
nected with the rotation of the earth. Observation does 
not, however, as yet enable a decided opinion to be given 
on this point. 



CHAPTER XXVIII. 

THE mariner's COMPASS. 

§ 1. The mariner's compass consists of a card pivotted on 
a vertical axis, and directed by having on its lower surface 
one, two, four, or more parallel magnets with similar 
poles pointing in similar directions. The magnets being 
free to turn in a horizontal plane, place themselves in the 
magnetic meridian. The object of using several magnets 
is to increase the m^netic moment for a given weight of 
steel. The upper surface of the card is divided into degrees 
and also into thirty-two parts, each containing 11° 15' ; the 
thirty-two rays indicate the thirty-two points of the com- 
pass ; the line joining the north and south points is parallel 
to the axes of the magnets. The north and south line 
indicates the magnetic meridian at each place. As was 
shown in Chapter VII., the declination varies at different times 
and at different places. The declination of the particular 
place at the particular time must be known by means of 
charts or otherwise before the true north or any other true 
course can be determined by the aid of the compass. 

§ 2. The presence of any iron or steel in the neighbour- 
hood of the compass alters the direction of the lines of 
force in the magnetic field, and causes what \& \&tcs!l^^ ^d^ 
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deviation of the north and south line from the magnetic 
meridian. In wooden ships, by a little care in placing the 
compass properly, deviation errors of any practical moment 
may be wholly avoided, but in iron ships they must be 
pardy allowed for and partly compensated. The deviation 
in an iron ship is due to two causes — ist, the permanent 
magnetism of the ship ; 2nd, the magnetism induced by the 
earth's magnetic force. We can compensate for the effect of 
the permanent magnetism by properly placing a permanent 
steel magnet in the neighbourhood of the compass, exerting 
an equal and opposite couple to that due to the ship. 

We cannot compensate or can only very imperfectly com- 
pensate for the effect of induced magnetism, because it is 
impracticable tp arrange a soft iron structure near the com- 
pass, such that its induced magnetism shall have an opposite 
and equal effect to that of the ship. The induced magnetism 
varies as the ship turns round horizontally. Thus when she 
bears north or south, her magnetic moment is much greater 
than when east or west By testing experimentally in port 
the deviation on each course, a correction is obtained for that 
particular neighbourhood. The ship's induced magnetism 
also varies, however, as the direction and intensity of the 
earth's magnetic force varies ; and no safe allowance can 
be made for errors resulting from this cause. Moreover 
the induced magnetism varies as the ship rolls, and 
(to a much less extent) as she pitches. The heeling error 
can be compensated, as was shown by the late Mr. 
Archibald Smith. The Admiralty Compass Manual, written 
by that gentleman in concert with Captain Evans, R.N., 
should be consulted by all who wish to understand the 
mariner's compass. The mathematical and practical in- 
vestigations of Mr. Smith have been of the very highest 
utility in adding both to our scientific knowledge and to 
the practical utility of the mariner's compass. 

The prismatic compass and azimuth compass are compasses 
fitted with contrivances by which the bearings of objects can 
be taken^ 
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A BSOLUTE electromagnetic capacity 
-^ from throw of galvanometer, 266 

— electrometer, 211 

principle of Sir William Thomson's, 

100 

— electrometers, definition of, 21 

— unit of force, 20 
work, 51 

— units, compared with others, 162 
Absorption, apparent, by insulators, 90 

— by msulators, effect on resistance, 255 

— in condensers, ^ 

— of heat at hot junction of thermo-elec- 
tric pair, 185 

from current through unequally 

heated metal, 186 ^ ^ 
Accumulation of electricity on projections 

of conductors, 17 
Acid facilitates electrolysis of water, x66 
Acids behave like electronegative ions, 167 
Addition of coils joined m multiple arc, 233 
Agonic line, definition of, 127 
Air, potential of, obtained by aid of flame, 41 

how to observe, 366 

measured by electrometer, 210 

point in, 40 

— pressure balanced by electric force, 104 
diminution of, required to produce 

sparks, 104 
Alloys and metals, specific resistance of, 

249 
Alphabet, Morse, 290 

— of Thompson's siphon recorder, 336 
Amalgamation of zinc plates in galvanic 

cell, 218 

Ampere, discovered laws of attraction and 
repulsion between currents, 58 

Ampfere's theory of forces between cur- 
rents, 136 

Amplitude of current indicating dots 
through cables, 331 

Anode, definition of, 67 

Antimony, diamagnetic, 113 



BAT 

Armature, attraction between electromag- 
net and, 123 

— of a magnet, Z2Z 

— Siemens^, for magnetoelectric arrange- 
ments, 285 

Armatures or coatings of condensers, 98 
Armstrong, Sir ^^lliam ; hydroelectric 

machine, 272 
Arrival curve of current, 329 
Astatic galvanometers, 193 ^ 
Atlantic cable, Anglo-American, design of, 

348 
(French), elements of arrival curx'c 

for, 329 

speed of signalling through, 333 

Atmospheric electricity, distribution of, 365 
Attraction and repulsion due to static 

electricity, i 
induction, 14 

— between currents, 56 

— maximum, between electromagnet and 
armature, 123 

Automatic sender, Wheatstone's, 316 
Axis, magnetic, 109 



TWAIN'S chemical telegraph, 304 
""-^ — electric clock, 364 
— telegraph, printing solution for, 304 
Balance, Wheatstone's, 244 

theory of, 2*3 

Bases of salts behave like electropositive 

ions, 167 
Battery, galvanic, Bunsen's and Faurc's, 

226 

chromate of potassium, 227 

Daniell's, 219 

gas. 213 

general instructions for managem^t 

of, 228 

Leclanchd, 228 

Marie Davy's and Grove's, 225 

Menotti's, 224 
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BAT 

Batterv galranic, sand, Smee's and 
Walker's, 211 

Thomson's and sawdust, 333 

— how to measure resistance of, 337 

B. A. units, 158 

Bell instrument for + and— signals, 306 

Bells, electric, 326 

Bennett's electroscope^ 304 

Bismuth is diamagnetic, 113 

Bohncnberger's etectroscope, 304 

Bridge, Wheatstone's. 244 

Bright, Sir Charles ; bell instruments, 306 

British Association exi^riments on electro- 
magnetic resistance in absolute measure, 

155 
Brush discharge, 41 

Bunsen's galvanic cell, 336 



pABLES, design of, 348 • 
^-' Capacity, absolute electromagnetic 
from tnrow of galvanometer, 266 

— for electricity, meaning of, 96 

— of a knot of cable, formula for. 254 

— of cores of cables, 347 

— of long cylindrical conductor (insu- 
lated wire), 101 

— of spheres and opposed fiat plates, 96 

— specific inductive, 97 

— tests, to determine position of fault, 355 

— unit of, electromagnetic, 134 

electrostatic, 96 

practical, 162 

Capacities compared by throw of galvano- 
meter, 261 ^ 
Caselli's copying telegraph instrument, 322 
Casts .taken by electro-deposits, 358 
Cautery applied by electricity, 363 
Charge on spheres and opposed plates, 96 

— proportional topotential of conductor, 36 
Chemical affinity, relation to E. m. f. re- 
quired to produce decomposition, 171 

— reaction source of power in galvanic 
cell, 54 

— telegraph, Bain's Morse, 304 

— theory of H. M. F, 169 
of galvanic cell, 23 

Chromate of potassium galvanic cell, 227 
Chronoscopes, electric, 364 
Circuit, inductive, in frictional electrical 
arrangements, 271 

— telegraphic, 297 

Circuits, lengths worked by relays, 309 
Circular current producing rotation of 

straight current, 292 
Clark's compound; used in submarine 

cables, 349 

— insulators for land lines, 342 

— cell, E. M. F. of, 159 

Clarke's magneto-electric machine, 280 

Clocks, electrical, 364 

Closed circuit, analogy with magnet of, 138 

— circuits, forces exerted between, 138 
Cobalt is paramagnetic, 113 
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Code, Morse, 398 

— single needle Morse, 306 
Coeijucienc for effect of temperature on a r., 

355 

— -* -^ — metals, 351 

— of magnetic induction for various 
materisus, 134 

— in iron, 123 

Coercive force, effect of in tel^;raphic 
apparatus, 3x3 

in ma^eto-electric machines, 284 

meaning of, 115 

Coil of galvanometer, best form of, 196 

— rotating in uniform magnetic field, eleo 
tromotive force due to, 151 

used to determine resistance, 

154 
Ceils, re«stance, first notion of, 86 

— flat spiral, action of current in, 60 

— long cylindrical, action of current in, 55 

— sizes of wire used in galvanometer, 202 
—used to increase force between currents, 

58 
Compass, mariner's. 367 
Compound magnets, 1 14 
Condenser att^ihed to inductorium, 390 

— capacity of, 97 

— definition of, 20 

— Varley's system of si^alling with, 336 
Condensers, absorption m, 98 

— compared by throw of galvanometer, 26a 

differential gralvanometer, 363 

galvanometer and resistance slide, 

263 
platymeter, 264 

— ^sed to fire mines or torpedos, 363 
Conductivity, definition of^ 234 

— specific ; definition, 350 

Conductor, effect of large conductor ia 
electncat machines, 272 

— in submarine cable, 345 
Conservation of energy, theory of : applied 

to thermoelectric pair, 185 
Constant of a galvanometer, 235 
Contact between dissimilar substances pro- 
duces electricity, 21 

wires, one class of fault, 349 

test to find position of,. 356 

— potential series ; for metals, 43 

— theory of galvanic cell, 22 
Continuity, want of. one class of fault. 340 
Convection of heat by electricity 186 
Conversion of British into metricaf units, 164 
Copper and zinc single fluid cell, b. m. f. of, 

217 

— called positive pole of galvanic celL sso 

— resistance in cables, test of, by Wheat- 
stone's bridge, 346 

— specific resistance of, in cables 353 
Copying telegraph instruments, Bakewell's 

and Caselli s, 322 
Cores of cables, captadty per knot 347 
formula for insulation resistance ot 




Applications of Electricity. 361 

:. F, H. Holmes, M. Serrin, M. Dubosc, 

les's lamp has been used for lighthouse illumi- 
Kuccess. 

romotive force of about eigbty volts Is apparently 

iBth whicJi a good electric light can be produced, 

-.sistance of the circuit (exclusive of (he voltaic 

ij'ft much exceed 12 or 15 ohms. Sir William 

li.i^ produced a good light with eighty Daniell's 

I -■ construction and dimensions described § 12, 

V, These cells remained in good condition for 

unihs, so that the light could be obtained at any 

by merely closing a circuit. Grove's cells will 

. well for a few hours after being filled, and give out 

i fumes. 

Waring produces an intense electric light by the in- 

scence of mercury vapour. Tlie current is passed 

I thin stream of raerctiry, which it volatilizes. The 

y is hermetically enclosed. This light has a 

^ish tinge. A rapid succession of sparks from a 

pimkolf coil will also produce a somewhat feeble light. 

e electric light may be made use of in photography, 

1 of its spectrum presents many points 

!at interest to the physicist. 

FIRING OF MINES. 

^ § 6. This is effected by passing a current through a film of 

iwnsulating substance, which becomes red hot, and fires 

t detonating mixture or gunpowder. A fuse is prepared to 

* "* 'l two insulated wires are led. The ends of these 

edded in a thin solid gutta percha rod ; they 

\ little layer of the priming com- 

9((imate mixture of subsulphide of 

i^per, anil chlorate of potassium. 

owdi- * «^-i-', current 

'^ . but a 
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£L£ 

Electric light, 359 

— series of insulators each positive to 
successor, 9 

Electrical machine, description of fzictional, 
369 

first notion of, 5 

Electricity, atmospheric, 365 

— charge of, 3 

— conveyed by convection through air ; 
sparks, brushes, 92 

— how produced, 21 ^ 

— posiuve and negative, 7 

— quantity of, 3 

— velocity of, 327 

— vitreousand resinous, 3 
Electrification, change of apparent resist- 
ance in cables, due to, 255 

Electrochemical equivalent of water, 165 

— equivalents, 169 
Electrodes, definition of, 49 
Electrodynamometer, construction of, 59 

— theory of Weber's, 138 
Electrolysis, description of, 67 
Electrolyte, definition of, 44 
Electrolytes decomposed into groups called 

ions, 167 
Electromagnet, definition of, 120 
Electromagnetic engine, Froment\s, 294 

— force at centre of circular coil, 135 

— induction description of, 69 

— measure, relation of volt, ohm, farad, to 
absolute, 160 

— ring produces no magnetic field, i2X 

— system of units, dimensions of, 164 

— unit of current, 117 

— units, definition of, 133 

ratio to electrostatic units, 134 

Electrometer, absolute ; 2x1 

definition of, 21 

principle of Sir William Thomson's, 

zoo 

— Thomson's quadrant, 205 
portable, 20^ 

— used to ascertain potential of air, 210 
Electromotive force, chemical theory of, 169 
definition of, 48 

due to alteration of neighbouring 

current, value of, 155 
in terms of heat of combination and 

electrochemical equivalent, 171 
on closed circuit rotating in magnetic 

field, 152 
■ produced in conductor moving in 

magnetic field, 148 

required to produce decomposition, 170 

unit of, electromagnetic, 134 

electrostatic, 95 

■ — practical, 162 

without difference of potentials, 75 

— series for metals, 43 
Electromotor, Froment's and beam, 294 
Electromotors, cost of, compared with heat 

engines, 295 
Electrophorus, 268 



J-AU 

Electroplating^, 357 

— theory of, 173 

' Electropositive,' meaning of, 43 
Electroscope, charged by induction, 15 

— gold leaf, s 

Electroscopes, Bennet's, Canton's, Bohsen* 
berger's, Peltier's, 304 

— gold leaf and Peltier ; used to conqare 
.difference of potential, 37 

Electrostatic force, relation of, to density 
of electricity on neig^hbouring conductor, 
102 

— inductive machines, 273 

— measure, meaning of, 9^ 

— system of units, dimensions of, 164 

— units, actual magnitude of, 107 
equations connecting, 108 

of quantity resistance and differ- 
ence of potential, or k.m.f., 94 
Electrotypes, 358 

— theory of, 173 

Elementary substances discovered by elec* 
trolysis, 173 

Elements, electrocheznical equivalents of, 

169 

series, 168 

E. M. F. necessary to decompose an electn>< 

lyte, 170 

of cells, h<fw affected by solution, 217 

of Clark's cell, 159 

of copper zinc, single fluid cell, 217 

of Daniell's cell, 159 

itt electrostatic measure, 

zoo 

of Grove's cell, and Bunsen's» 226 

of Marie Davy's cell, 025 

of thermo-electric pair, relation of, to 

thermoelectric power, 179 
per foot of wire in secondary coil of 

inductorium, 287 

of bismuth-antimony thermo-eleccric 

pair, 183 
unit of, called a volt, 159 

EquaUty bet ween + and— electricity due 10 

any cause, 8 
Equator, magnetic, 128 
Equipotentisd surfaces in magnetic field, 115 
Equivalents, electrochemical, 169 
Evolution of heat at cold. junction of the^ 

moelectric pair, 185 

■p ARAD ; xmit of capacity, 160 
^ Faraday's potential series of metals 
plunged m solutions, 2x6 

— how to find position of fault causing 
loss of insulation, 350 

Fault, how to find position of second 

method, 35X 
-- or loss of insulation, position found by 

aid of return wire, 352 

— position of; found by simultaneous tests 
at two ends of Ime, 353 

Faults, description and behaviour of 354 
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FAU 

Faults, in telegraph lines; classification, 

349 
Faure's galvanic cell, 327 
Feilitsch, experiment on sucdon of iron into 

coil, 145 
Field, magnetic definition of, in 
Flow of electricity depends on difiference of 

potentials, 40 
Foot-pound, relation to absolute unit, 51 
Force and work, units of, 94 

— experienced by conductor moving in 
magnetic field, 147 

— of attraction or repulsion between elec- 
trified bodies, 95 

— — magiietic poles, no 

Friction ' between insulators produces > 

electricity, i 
difference of j)otentials, 42 

— of water suspended m steam produces 
electricity, 272 

Frictional and voltaic electricity, compari- 
son between, 50 

— electrical machine, 369 

Frog, contraction of muscles by electri- 
city, 363 
Froment's electromoter, 294 
Fuse for firing mines by electricity, 361 



/^ALVANIC battery ; cells in series and 
^^ multiple arc, 8; 

— batteries, chief merits of, 2x2 

— cell, first notion of, 22 

influence of resistance of, 86 

produces permanent current, 53 

source of power in, 54 

Galvanometer, application of shunts to, 201 

— astatic, 193 

— coils, best form of, 196 

practical construction of, 202 

— dead beat, 198 

— description of Thomson's mirror, 62 

— differential, adjustment of, 200 
first notion of, 83 

— effect of resistance of, 189 

— graded ; Thomson's, 197 

— marine, Thomson's, 199 

— shunted ; resistance of, 233 

— sine, 19s ^ 
Galvanometers, definition and classification 

of, 187 

— how to adjust sensibility of, 192 
»— ; zero of, 193 

— inten»ty and quantit3r, 190 

— long coil and short coil, 190 

— size of wire used in coils of, 202 

— vertical, 188 

Gas engines, electricity used in, 364 

— galvanic cell, 213 

Gases, luminous currents through rarefied, 
290 

— perfect insulators, 85 

Gassiot's experiments on discharges through 
rarefied gases, 290 



HUG 

Geissler's tubes, conduction through rare- 
fied gases in, ^3 

used with inductorium, 290 

German silver used for differential galvano- 
meter, 200 

in differential galvanometer, 240 

for resistance coils, 86 

Gilding, 357 . . . . 

Glass, hygrometnc properties of, 260 

— insulators for land lines, 341 

— resistance of, 257 

— used in frictionaJ electrical machine, 270 
Gold leaf electroscope, 37 

Graphite, resistance of, 257 

— used in electric lamp, 359 

in Walker's ^^vanic cell, 2x2 

Gravitation galvanic cell, 225 

Grove's cells used for electric light, 359 

— galvanic cell, 225 

Gutta-percha core, capacity of, per knot, 347 

resistance of at differeqt tempera* 

tures, 253 
insulation resistance per knot, 346 

— cores, dimensions of, 345 

— moulds for electrotypes, 358 

— resistance of ; measured, as test, 236 

— sJieath; resistance tested by Wheat 
stone's bridge, 246 

— specific inductive capacity of, 97 
reastance of, 252 



HEAT, amount of, produced by current, 
66 

— generated by flow of electricity, 41 

— mechanical equivalent of, in various 
units, 165 

— of combination, relation to b. m. f. of, 
170 

— of fixed stars detected by thermoelectric 
battery, 185 

— relation o^ to mechanical work, 41 

— transformed into electricity by thermo- 
electric pair, 185 

Helix, intensity of magnetic field inside, 

Heterostatic electrometers, 204 
Holmes' electric lamp, 361 

— (T.), magneto-electric machine, 283 
Holtz inducdve electrostatic machine, 275 
Homogeneous wire, used in submarine 

cables, 348 
Hooper's india-rubber, specific resistance 
of, 252 

— material, insulation resistance per knot 
of core, 347 , 

capacity per knot of wire, 347 

Horizontal component of earth's magnetic 

force ; definition, 128 

determination of, 128 

value of, 131 

Horse-shoe magnet, 121 

Hughes' printing telegraphic instrument, 

321 



374 



Index, 



HYD 

Hydroelectric machine of Sir William 

Armstrong, 272 
Hygroscopic properties of glass, 260 



T NCLINATION, magnetic definition of, 
•*• 126 

India-rubber, core, capacity of per knot, 
electromagnetic, 254 

^ electrostatic, 102 

resistance of, per knot, 253 

— specific inductive capacity of, 97 
resistance of, 252 

Induced charge, relation of, to difference 
of potential, 35 

— current due to change in neighbouring 
currents, 72 

reaction of, on inducing current, 75 

Induction, electromagnetic, m broken cir- 
cuit, 75 . . 

in long circuit of considerable capa- 
city, 76 

produces b. m. f.. 75 

— magnetic, 1 13 

— magneto-electric, 279 

— of current on itself, ^4 

— of currents by motion of magnet, 69 

— statical, description of, 11 

produces difference of potential, 4X 

Inductive capacity of materials, sipecific, 97 

— circuit in fricaonal electrical machine, 
271 

«^ electrostatic machines, 273 
machine by Holtz, 275 

— retardation, effect of, on duplex sending, 
326 

Inductorium or Ruhmkoff's coil, 287 

— luminous discharges from, 290 

— make and break apparatus for, 289 

— practical construction of, 288 
Inertia, effect of, on moving parts of tele- 
graphic instrumentb, zi8 

— of^ parts, defects in telegraphic appa- 
ratus due to, 312 

Influence, name given to electromagnetic 
induction, 72 

Ink-writer, Morse, 301 

Insulating materials, resistance of, com- 
pared with conductors, 85 ^ 

Insulation ; causes of defective insulation in 
cables and land lines, 349 

— of galvanometer coils, 203 

— resistance, change due to electrification, 

255 

meaning and calculation of, 352 

of glass, 257. 

of land lines, 344 

per knot of cable cores, 346 

— test, by fall of potential, 253 

r by simple galvanometer deflections, 

236 
by Wheatstone's bridge, 246 

— tests, precautions to be observed in 
making, 260 



Insulators, change of resistance due to 

temperature, 2^ 
— specific inductive capacity of, 97 

— used for land lines, 341 
Intensity, galvanic celb joined for, 88 

— of magnetisation, definition of; na 

— galvanometers, 190 

— of magnetic field, iii 

inside circular coil and hdix, 

142 

produced by current in straiglit 

wire, 117 
Interior of bodies, contains no statical 

charge, 16 
Inversions, thermoelectric, 177 
Ions, definition of, 67 

— do not combine during their passage 
through solutions, 173 

— electro-positive and electro-negative, 167 
Iron filings used to show lines of force, 119 

— magnetised by currents, 66 

— soft, meaning of, 114 

— wire, specific resistance of, 153 
Isoclinic fines, definition of, 128 



JOULES, mechanical equivalent of heat, 
41 



TT-ATHODE, definition of, 67 
••■^ Key, Morse, 298 

— reversing, 305 

— single needle, or + and — , 305 
Keys Tor transmitting, nnagnetoelectric,386 
Killing iron wire, meaning^ of. 340 
Kirchnoffs laws, 246 

applied to Wheatstone's bridge, 248 

Knot of submarine cable, insulation resbi- 
ance of, 253 

capacity of, 253 

resistance of conductor in, 252 

Kohlrausch's method of measuring cur- 
rents in electromagnetic measure, 140 

T AND lines, contact between wires on, 

insulation, resistance of, 344 

insulators for, 341 

theory of signalUng through, 33a 

wire for, 339 

Lead, used as standard thermo-electric 
metal, 176 

Leclanch^ galvanic cell, 338 

Lenz's laws, 70 

Leyden iar attached to inductorium, 390 

either coating may be to earth, 37 

description of, 18 

used in connection with electro- 
meters, 306 

— jars, changes of potential due to con 
nection between, ^6 

Light, electric, 359 
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LIG 

Xrightning causes death without striking, 

3t>3 

— conductors, action of, 105 

— ^ one form of electric si>ark, 93 
Lines of force in magnetic field, ttt 
direction oC shown by iron filings, 

due to thin bar magnet, ixi 

used to calculate e. m. f., due to 

motion in magnetic field, 150 
— indicate direction and intensity 

of magnetic field, 1x6 
~ telegraphic, general description of, 338 
Liquids, electrolysis chiefl]^ confined to, x66 

— form thermo-electric pair, 184 
Local action in galvanic cell, 218 

Loss of charge used as insulation test, 253 

— of insulation, one class of fault, 349 
Luminous currents through rarefied gases, 

290 



1M[ AGNET ; analogy with closed circuit, 

with solenoid, 60 

— effect of change in dimeiudon on attrao 
tion to armature, X25 

— causes rotation of current, 293 

— made to rotate by current, 293 

— poles,^ axis, X09 _ 

Magnetic declination, definition of, X27 

— field, at centre of circular current and 
long helix, X42 

definition of, xxx 

due to earth, description of, 126 

how to determine intensity of, 

X28 

value of horizontal compo- 
nent of force in, X3X 

to electric current, XT3 

— — B.M.F. produced in conductor moving 
in, X48 

— — force experienced by conductor mov- 
ing in, 147 

imit. III 

— force, earth's, possible cause of, 367 

— inclination, definition o^ xa6 

— induction^«ix3 
coeffiaent of, X23 

— meridian, definition of, 127 

— moment, definition of, xx2 

— momenu compared by times of oscilla- 
tion, X^2 

— potential, 1x5 

— storms, meaning of, X28 
Magnetization by magnetic field, xx2 

•— increase or decrease of, induces currents, 
70 

— maximum intenaty of, in iron, 123 

— of iron by currents, 66 
Magneto-electric arrangements, Siemens' 

armature for, 285 
Morse sender, 3x4 

— — induction, 279 



NEG 

Ma^eto-electric machine, Clarke's and 
Pixii's, 280 

limit to E.M.F, in, 284 

by T. Holmes, 282 

— power required to drive, 284 

Wild's, Siemens', Ladd's, Wheat- 
stone's, 28^ 

transmitting keys, 286 

Magneto sender for dial instruments, 319 
Magnets, action of currents on, 60 

— adjusting ; for galvanometer, X93 

— how made, xx9 

— how suspended in galvanometers, 193 

— if broken; pieces are magnets, xx9 
Marie Davy's galvanic cell, 225 
Marine galvanometer, Thomson's^ 199 
Matthiessen ; experiments on resistance of 

metals and alloys, 240 
Matthiessen's thermo-electric series, X76 
Mechanical equivalent of heat, 41 
Medical applications of electrici^, 362 
Megavolt, megohm, megafarad, i6x 
MeUoni; used thermo-electric battery as 

thermometer, X84 
Menotti's galvanic cell, 224 
Meridian, magnetic, definition of, X27 
Metallurgy, application of electricity to^ 357 
Metals and allo}^, specific resistance of, 249 
Microfarad ; unit of capacity, X59 
Microvolt, microhm, microfsuad, z6z 
Mines fired by electricity, 361 
Mirror galvanometer, signalling with, 333 

formula for speed of signalling by, 338 

Moment, magnetic definition of, xz2 

— — of long thin bar, 122 
of sphere, X23 

— of inertia, X29 

— of body, how to find, X3X 

— of magnet, experimental determination 
of, X30 ^ • 

Morse chemical telegraph. Bain's, 304 

— ciraiit, 300 

— inkwriter, 30X 

— key, 298 

— maximum speed of possible signals, 338 

— signals, 208 

rate of hand sending, 316 

— sounder, signals received by ear, 305 
Motive power produced by electrioty, cost 

of, 295 
Moulds for casts, made by deposited metals, 

358 
Multiple arc, cells joined in, 87 

— — • meaning of, 233 

resistance between points joined by, 233 

TSJ EGATIVE and positive currents ; defi- 
^^ nition, 298 

electricity, 7 

signals, 300 

— ions chemicadly electro-, X67 

— ; list of insulators negative relatively to 
others, 9 



3;6 



Index, 



NEG 

Negative; list of metals electro-negative to 
others, 43 

— metals ;thermo-electricaIly, 175 

— pole of galvanic battery, 330 ^ 

— thermo-electric power, definition, 179 
Nickel is paraniagnetic, zz^ 

Nitric acid, diluted, sp«cinc reastance of, 
360 



(^HM name given to unit of reastance, 
^^ 158 
Ohm's law, 83 

applied to potential at various parts 

of circuit, 341 
— — not appUcable to brushes or sparks. 

Ores, reduction of, by electrolvas, 359 
Oxides when fused are electrolytes, z66 



IDAPER, punched, strips used in auto- 
^ matic transmitter, 3|z6 
Paraffin, specific inductive capadty of, 97 
Paramagnetism, meaning of ; list of para- 
magnetic bodies, Z13 
Peltier effect, in thermo-electric pair, Z85 

— electroscope, 38 

Physiological effects of electricity, 363 
Pile, dxy, used with electroscopes, 304 
Pith bail, experiments with, 4^ 
Pixii's magneto-electric machine, 380 
Platinum and platinized silver in galvanic 

cell, szz 

— used for contacts, 3Z4 

Platymeter, used to compare condensers, 

264 
PlGcker's experiments on sparks with 

spectroscope, 300 
Plugs used to make connections, 339 
Points, action of, in electrical machines, 

370 
in lightning conductors, zos 

— discharge highly charged conductors, 

373 

— discharge po^tive and negative electri- 
city unequally, zo6 

Polarization due to electrolyas resembles 

increased resistance, 89 
«— in galvanic cells, 313 
'- in insulators, cozmectedwith absorption, 

98 
resembles increased reastance, 90 

— of faults, 354 
Polarized relay, -309 

Pole, strength of magnetic unit, zzo 
Poles for land lines, 340 

— magnetic, description of, Z09 

— of magnets, not at ends, zz^ 

— positive and negativeof Darnell's cell, 930 
Porcelain izisulators for land lines, 34Z 
Porous cells, used in two fluid batteries, 3Z9 
Portable electrometer, Thomson's 307 
PDsitiveand negative currents definition, 298 



RAT 

Positive and negative electridty, 7 

signals, 300 

— ; instruments for, 305 

— ions chemically electro-, Z67 

— ; list of insulators posiuve relatively to 
others, 9 

— — of nletals eIectroi>ositive to others, 43 

— metals, thermo-electrically ; d^lnirion, 175 

— pole of galvanic cell, 330 

— thermo-electric power; definition, Z79 
Potential} contact series, 43 

— definition of, 36 

— difference of, tneasurement in umts of 
work, 3Z 

— equality of, 39 

— fall of, used to calctilate insulation resist- 
ance, 3M 

— general conoeptioa ol^ xo 
— - magnetic, zz5 

— of a pointy 39 

— of a point m the air, 40 

— of air, how to observe, 366 

— of statically charged conductor is mi- 
form, 3z ^ 

— on what it depends, 30 

— series ; of metals dipped izz solutions, 816 
— - umt of, electrotnagnetic, 134 
electrostatic, 95 

practical, z63 

— zero of, zo 

Potentials, practical modes of comparing 

2^7 

Power required to drive magneto-electric 

machine, 384 
Pressure, effect o^ on insulation resistance, 

353 
Primary coU m inductorium, 387 

— wire, definition, Z55 

Printing, step by step telegraphic instni- 
ment, 33z 

— telegraph instrument, Hughes', 32Z 
Proof plane, Z5 

Punched paper used to send sigzaals, 316 

QUADRANT electrometer, Thomson's, 
305 
Quantity, electromagetic unit ^ibsoIuteX ^34 

— electrostatic unit (absolute), so 

— force of attraction or repulsion due to, 95 

— galvanic cells joined for, 88 

— galvanometers, Z90 

— ma charge depends on difiference of 
potential, 96 

— in short current measured by throw of 
galvanometer, 367 

— of electricity meastued by measuring 
force, 30 

<— practical unit fbr, z6a 

"P AREFIED gases, resistance of, 93 
•'^^ Rate of sending by automatic and 
hand transmitters, 3z6 
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REC 

Recorder, Thomson's siphon, 334 
Rectangle of wire used to illustrate force 

between currents, 57 
Return ciUTents,in telegraphic circuits, 3x0 
Relay ; definition, 307 
Relays, diagram of circuit with, 308 

— length ofcircuit worked by, 309 

— polarized, 309 

— various constructions of, 308 
Replenisher, description of Thomson's in 

ductive, 275 

— used in electrometers, 207 
Repulsion between currents, 56 
electric charges, 4 

Residual magnetism, effect of, in tele- 
graphic apparatus, 3x3 

;- meaning of, 1x5 ^ 

Resistance and potential, relation between, 
in circuit conveying current, 24X 

— apparent, various forms of, 89 

— between points joined by multiple arc, 333 

— calculated from loss of charge, 253 

— coiLs, «irrangement of boxes of^ 229 
first description of, 86 

— — practical instructions for making, 231 

— electric, definition of, 8x 

~~ insulation, calculation of, 253 
per knot in submarine cables, 353 

— measured by Wheatstone's bridge, 244 

— measurement of, by comparison of deflec- 
tions, 234 

— • by shunted differential galvanome- 
ter, 239 

— object of determining, 86 

— of cables, effect of electrification on, 255 

— of copper per knot in submarine cables, 
252 

— of insulators and conductors compared, 

8i 
— • apparently changed by flow of cur- 
rent, 90 

— • measured as a test, 236 

efifect of age and pressure on, 353 

temperature on, 254 

•^ G. P. india-rubber, 353 

g- of galvanic battery, how to measure, 

237 
cell, limits currents, 86 

— of galvanometer, effect of, ou current in 
given circuit, 89 

coils, 303 

— of gases, infinite, 85 

•— of graphite and gas coke, tellurium and 
phosphorus, 357 

— of large Danieirs tray cells, 334 

— of liquid electrolytes, 358 

• — of metals, effect of temperatiu-e on, 351 
.^ — — increased by impurities, 351 

— of rarefied gases, 93 

— of shunted galvanometer, 333 

— of vacuum, p3 

— per knot of msulated core, ^6 

-^ precautions to be observed m measuring 
small, 245 



SIN 

Resistance, relation to length and cross 
section of conductors, 83 

— — to weight, per unit of length, of con- 
ductor, 84 

— slide^ used to compare condensers, 264 

— specific, definition, 248 
of metals and alloys, 349 

— unit of, electromagnetic, 134 

— — — electrostatic, 95 
practical, 163 

Reverse currents, useful in working land" 

lines, 309 
Reversing key for + and — signals, 305 
Rheomotor, definition, 397 
Rotation of one current by another, 291 

— of current by magnet and magnet by 
current, 293 

RuhmkofTs coil or inductorium, 287 . 

used to send current through rarefied 

gas ; Geissler tubes, 93 



C ALTS, fused, form thermo-electric psurs, 
•"^ X84 

— when fused, are electrolytes, x66 
Sand battery, 2x1 

Saturation, meaning of, as applied to mag- 
nets, xao 

Sawdust galvanic battery, 223 

Screen, metal, between electrified bodies, 
effect of, 24 

Secondary coil in inductorium, 287 

— wire ; definition, xs5 
Self-induction in resistance coils, 232 

— of current on itself, 74 

Sensibility of galvanometer, adjusted by 
shunt, 20X 

how adjusted, 192 

Series, electric contact ; metals, 43 

— electro-chemical, 168 

— — frictional ; insulators, 9 

— ealvanic cells joined in, 87 

— Matthiessen's thermo-electric, 176 

— of insulators, each positive to successor, 9 

— potential, metals dipped in solutions, 

3X6 

Shunt, definition of, aox^ 

— used to adjust sensibility of galvano- 
meter, 30X 

Shunted galvanometer, resistance of, 33^ 
Siemens' and Frischen's duplex telegraphic 
systems, 336 

— armature for magneto-electric arrange- 
ments, 385 

— expenments on effect of temperature on 
resistance of metals, 351 

— polarized relay, 309 
Signalling, theory of, 339 

— with condenserr, 336 

Signals, telegraphic, elements of, 398 

— Morse, 298 

Sine galvanometer, 195 

Single fluid galvanic cells, polarizadon is, 

3X5 



378 



Index, 



SIN 

Single needle instrument, 305 

key, 305 

Morse code, 306 

Siphon recorder, 1 nomson's, 334 
Smee's battery, aza 
Soft iron, meaning of, X14 
Solenoid ; analogy with magnet, 60 

— definition of, 60 

— does not in all respects resemble hollovr 
magnet, 145 

— effect of introducing soft iron into, 146 

— magnetic moment of, 144 

— suction of iron or magnet into, 144 
Sounder, Morse, signals received by ear. 

Source of power in galvanic cell, 54 
Si>arks and brushes convey electricity in 
modes not subject to Ohm's law, 92 

— diminution of air pressure required to 
produce, 104 

— pierce solid insulators, 106 

— weld contacts together, 314 

Specific inductive capacity of dielectrics, 97 

— resistance of a materiail, definition, 248 

of insulators used in cables, 252 

— changed by temperature and 

dectriiication, 255 

of electrolytes, 258 

of glass, 257 

of graphite, gas coke, tellurium, 

phosphorus, 257 

— resistances of metals and alloys, 249 
Speed of working on land lines, 316 

— of signalling through submarine lines, 

333 
— by mirror or siphon, formula for, 

338 

by Morse, 338 

Spiral coih, flat, attraction and repulsioa 

between, 60 
Spirals, conveying currents force, between, 

fiat, 14X ^ ^ 

Statical mduction, description of, zi 
Steam's duplex telegraphic system, 324 
Steel, coercive force of, z2o 
Step by step printing instruments, 327 

— — — telegraph instruments, 3Z7 
Stoneware insulators for land lines, 34Z 
Stratified discharge tlirough rarefied gas, 

990 
Street's fusible alloy, 358 
Strength of a current, 56 

— of constant current equal in all parts of 
circuit, 77 

— of magnetic poles ; definition, zxo 
Submarine cables, design of, 348 

practical formulae for speed through, 

338 
theory of si^palling through, 327 

— line, speed of signalling through, 333 
Sulphate of copper in solution, specific 

resistance of, 3^9 

— of zinc in solution, specific resistance of, 
as9 



THO 

Sulphuric add, diluted, specific itsistana 
of, 859 

uasd in electrometers, 306 

Surface coziductioi^ or creeping on in- 
sulators, 260 

S)rnchronous motion in Hughes' printiig 
instrumeuts, 331 

nr AIT'S thermo-electric table, lua 
. Tangent galvanometer, best constroc- 
tion of, X94 

— galvanometer, theory of, 135 
Telegraphic apparatus ; classification, agS 
general remarks on, 3x1 

— circuit, 397 

Temperature, effect of on resistance, 85 

insulators, 254 

metals, 251 

— measured by thermo-electric battery, 184 
Test of copper resistance by Wheatstonc's 

bridge, 346 

— of insulation by measuring resistance; 
simple galvanometric method, 236 

-by Wheatstone's bridge, 246 

Tests of iron wire, mechanical, 340 
— - for positions of^ faults, 350 
Thermal equivalent of work, 165 
Thermo-electric bismuth-antimony pair, 

E. M. F. of, Z83 

— circuit, absorption and evolution of heat 
m unequally heated portions of, x86 

— current, first notion of, 79 

— currentsdue to liquids and to fused salts, 
184 

— diagram, 178 

— B. M. F., calculation of from diafirtam. z8o 
- : 7- Tail's table, x8x "*^*'^ 

— inversions, Z77 

— neutral points, x8x 

— pair* absorption and evolution of heat at 
junctions of, X85 

Peltier efifect in, X85 

theory of, in complex circtiit, X76 

— pairs in series, 183 

— power, connection between k. ic f. of 
pair and, 179 

of a pair of metals ; definition, Z75 

— powers, umuence of mean teizipeiature 
on, X77 ^ 

— series, Matthiessen's, 176 
Thomsons absolute electrometer, prindpk 

of, 100 

— dead-beat galvanometer, 198 

— graded galvanometer, X97 

— marine galvanometer, x;^ 

— method of determining resistance in 
electromagnetic measure, 154 

— mirror nuvanometer, 6a 

— replenisher, and mouse-mill inductive 
machines, 375 

— siphon recorder, 334 

— theory of convection of heat by electri- 
city, x86 
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Thomson's theory of signalling, 33* 
Throw of galvanometer compares poten- 
tials, 267 
gives absolute electro-magnetic 

capacity, 266 . . 

used to compare capacities, 2OX 

measures quantity m transient cur- 
rent, 267 
Time-guns, 364 , . , 
Time required for any electrical operation 

in signalling, 337 . . 

Torpedos fired by electricity, 362 
Tourmaline, effect of temperature on, 49 
Transmission of signals in two directions on 

one line, 323 
Trembler ; one Idnd of electrtc bell, 327 

UNIFORM potential throughout con- 
ductors, 31 . 
Uninsulated bodies, defimtion of, 10 
Unit electromotive force, how produced by 
motion in magnetic field, 149 

— intensity of magnetic field, iii 

— magnetic pole, ixo 

— of capacity called microfsurad, 159 

— of current electro-magnetic, 117 

— of electromotive force force called a 

_J1. !J5£. in terms of Clark's cell, XS9 

of Daniell's cell, 159 

of force and work (absolute), 94 

of quantity, 20 .. 1 ^ 

IS farad charged to potential of 

one volt, x6o 

— of reastance called an ohm, xso 

— of work used to measure potential, 26 

— quantity, resistance and e. m. f., or diff. 
of potential, definition of, electrostatic, 94 

— table of absolute and practical, 162 
Units, British Association, xs8 

— dimenaons of, X63 

— electro-magnetic, definition of, 133 
ratio to electrostatic units, 134 

electroapitic, actual magnitude of, 107 

— — equations connecting, xo8 



\7'ARIATI0NS of magnetic declination 
* and inclination, 127 ^ 
Varley's electrostatic inducUve machme, 
274 

— insulators for land lines, 3^2 

rule for insulation of land Unes, 345 ^ 

— system of sending Morse signals with 
reverse currents, 309 

of signalling with condenser, 336 

Velocity of electricity, 328 



ZIN 

Volt, name given to unit of e. m. p , iS9 
Voltaic, arc, meaning of, 360 

— or contact theory of galvamc cell, 44 
Voltameter, 166 ^ , , ,. 
Vulcanite insulators for land unes, 343 

— or ebonite used for electrophonis, 268 

— stems, used to insulate, 260 

-^ used for frictional electrical machines, 

270 
for mountings of resistance boxes, 239 



"IITALKER'S graphite battery. 2x2 
* * Waring's electric light, 361 
Water and electricity, analogy between, 
used to explain potential, 39 

— electro-chemicaJ equivalent of, X65 

— decomposition of, 67 

Weber, name given by Latimer Clark to 

unit quantity, 160 
Weber's electro-dynamometer, theory of, 

138 
Weight of materials required for given 

speed of signalling (submarine lines), 338 
Wheatstone's automatic transmitter, 316 

— bridge, used to measure resistance, 244 
theory of, proved by Kirchhoff*s 

laws, 248 , . 

— letter-showing dial telegraphic instru- 
ments 320 

Wild's magneto-electric machine, 285 
Willoughby Smith's G. P. effect of tem- 
perature on resistance of, 256 
p^tta-percha, specific inductive ca- 

Wpacity of, 97 
ire, sizes used in ealvanometers, 6] 

— — of^ used in gahranometer coils, 202 

of, for telegraphic apparatus, 314 

— • iron, employed on land lines, 339^ 
weight and mechanical quauties of, 

Wures, spacing of on land Unes, 3^0 
Words per minute through submarme Unes, 

338 

Work, and force, units of, 94 

~- absolute and other units compared: 

British and metrical, 165 

•— mechanical, relation to electric poten- 
tial, 27 

— positive and negative, 27 

— used to measure difference of potential, 

3X 



ZINC plates, amalgamation of, 218 
: wire in connection with is 

negative pole of battery 220 
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at the beginning and during the progress of 
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has so explained as to make them rather an 
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aided to acquire the elements of the 
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better book. To such readers it will prove 
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difficult science of Thermodynamics. They 
will find in it, written by a master, an 
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mathematician whose reputation is of 
world-wide renown, until every method of 
treating the theme would appear to have 
been pretty well exhausted, Mr. Merrlfleld 
has succeeded in producing a thoroughly 
original work. The task which he had set 
himself in writing the book, was, he tells 
ns in his preface, to give " to the elementary 
rules the precision and illustration which 
they need for the further pursuit of the 
subject, and to the higher rules that 



gradual induction which is a more 
effective instrument of teaching than a 
strict logical arrangement." It must be 
admitted that he has fully succeeded in his 
object. It is almost needless to say that 
this book is got up in the careful manner 
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series; while Its low price will render it 
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of science classes and to the mechanic who 
is devoting his leisure hours to self-tuition. 
Considering the enormous development 
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ELEMENTS OF MACHINE DESIGN, 

With Rnloa and Tables (or Deslrning Md Dimwin J Uie Detaili of MaohiinrF. 
Adapted to the nae of Atochanlc&l Dtan^btaaan Hid T«acben of HUhin* 
DratflDB. B; W. CAVTUoavE Uewik. B^Bq, Auoo. Inat. C.B. Proreuor g4 
HjdrBoBc And HaohAuloal BoglnettriB^ At Oooper'i Hill OoIIssq. 

PRACTICAL AND DESCRIPTIVE GEOMETRY, AND PRIN- 
CIPLES OF MECHANICAL DRAWING. 
BiChibls« W. Uebritiild, F.R.S. BairlBter'tit'LBW. Principal of the Bonl 
BchDol of Naval AtchltectniB and Marine Enflnserlnii, HonorMySeoretmnof 
the InatltutloQ of Kaisl Arehlteou. and Late an Examiner in theDepuCmeu 

PRINCIPLES OF MECHANICS. 

Bp T, If . GooQEiE, If .A, T-ectoTflT on Applied Heoliuiics at tlieKoyat School 
oi Ulnen, and formerly ProfeHsor of Hacnral Phlloaoph; in Kins a GoUsiM. 
London ; Joint-Editor of the Serial. 

WORKSHOP APPLIANCES. 

InoludLnif XleearlptloiiB of the GanflnH and Haaanrlng InetTtUTienta» th« 
Bngneere. J^ a°p'' B'BHektr.^Ol'll EagmaerTand l^tawr ot Mm^^ 



befotloKeil bv otnev vorkt on ot\tr branektt ofBttrnet, 



londoo: L0SG141.SS »ui TO. 
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